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NEW DELHI, SATURDAY, SEPTEMBER 3, 1949 


NOTICE 

The undermentioned Gazettes of India Extraordinary were published daring thu week ending the 3 1st August 1940 


S. No. 

No, and Date 

Issued by 

1 

1 

1 

Subject 

I 

1 

No. 104-T/A (l)/47, dated the 23rd Angst 

1 T49. 

Ministry of Commerce . 

| 

1 

| Resolution re appli at ions for assistance 

1 nr protection received from the Fountain 
pen ink industry referred to the Tariff 
Board for investigation. 

2 1 

Aot No. IV of 1949, dated the 24th August 
1949. 

Mini-try of Law . . . 

! 1 

Government of India (Third Amendment) 
Act, 1949. 

3 

No. 1-CA (l)/49, dated the 23rd August 
1949. 

Ministry of Commerce . 

1 Amendment to the Chartered Accountants 
j Regulations, 1949. 

4 

No. LR-00 (47), dated the 24th August, 
1949. 

Ministry of Labour .... 

1 

| Appointment of Mr, N. Chandrasekhara 
j Ayyar, Retired Judge of the High Court 
of Judicature, Madras as a member of the 
Industrial Tribunal. 

5 

No. 28-ITO/49, dated the 25t,h August 
1949. 

j Mini-try of Commeice . 

Cancellation of the .Open General Lioenoe 
No. XV issued by the Central Govern- 
ment. 


No. 26-ITC/49, dated the 23th August 

1949. 

Ditto ..... 

Publication for general information the 
Open General Liienoe No. XVI issued 
by the Cenfal Government. 

ft 

Ordinance No. XXI of 1949, dated the 
20th August, 1949 

Ministry of Law .... 

Taxation Laws (Extension to Merged 
States) Ordinance, 1949, 

7 

No. 91-CW (10)/48, dated lihe 28th August 
1049. 

Ministry of Commerce » , . , 

1 

Further amendments in the late Depart 
ment of Commerce Notification No fl 1 
CW (l)/45, dated the 3rd Novomh?r 
1945. 

8 

No, F.-15 (42)-P/40, dated the 28th August 
1949. 

Ministry $f Finance .... 

I 

Bombay Industrial Court Payment of 
Bonus (National Pavings Certificates) 
Rules, 1049. 


Copie* of the Gazettes Extraordinary mentioned above syfl] be supplied on indent to the Manager of PubHoatioos. Civil Lines, Delhi 
Indent* should be submitted no a* to reaoh the Manager within ten day# of the date of issue of this Gazette, 
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PART I— Section 1 

Government of India Notifications relating to Rules, Regulations and Orders, afid 

Resolutions f other than the Ministry of Defence) 


CONSTITUENT ASSEMBLY OF INDIA 

New Delhi, the ‘25th August 1940 

.No. OA/43(3)/Ser/49. — Shri E. John Philipo-w, a rep- 
resentative ot the United State of Tivivancore and Cochin 
in the Constituent Assembly of India, Inis resigned he- 
membership of the Constituent Assembly 

New Delhi, llie With htgiwt 1949 

No. 0A/8/Ser/49, — A vacancy having oocurrod in the 
Constituent Assembly of India In tenson ot the resigna- 
tion of Shri S. Radliakrislman, a member elected to the 
said Assembly by the General part of the U.P. Legisla- 


tive Assembly, the President of the Constituent Assembly 
is pleased, in pursuanoe of the provisions of sub-rule (1) 
of rule 5 of the Constituent Assembly Rules, to call upon 
the above Constituency to elect, fh accordance with the 
said Rules, a person for the purpose of filling the ea d 
vacancy . 

New Delhi, the 27 th August 1940 

No. OA /43 (3) / Ser /49. — Shri P. T. Chaclm has been 
duly chosen as a representative of the United State of 
TraVanoore and Cochin in the Constituent Assembly of 
India vice Shri E. John Philipose, resigned, 

S. K MUKERJEE, Joint Secy. 


MINISTRY OF HOME AFFAIRS 

Nt'ir Delhi, Ihe 2 61 li August 1049 


No. 7 /20/49-Estfl. — In exercise of the powers conferred 
by section 241 ol the Government of Ridm Act, 1935, the 
Governor General is pleased io duect that the following 
furthe" amendment shall be. made m the Rules published 
with the no! ideation ot the Go\ eminent ot India in the late 

" (I) Bran' 'll Audit Offloea other Doput.v Aooouutant- Geneva!, 
than the offloea of the Posts an4 Tolegraphu, Deputy- 

Deputy Auoountnnl- Aooountam-Generil, Postal 

General, Posts and Tele- Life Iimtranoe, 

graphs, Calcutta, and the or 

Deputy Aooouutant-Clen- .Vie omits OffDer, Telegraph (diw'k 
oral. Posts end Telegraphy Offlot'. 

Delhi 


(ia) OfH 'oh of tho Repul y 
AcuimnUint-CBiMiVil. Posts 
nnd Telegraphs, Caloultu, 
and the Deputy Aooount- 
ont- General, Paata and 
met ToVgraphs Delhi 


Deputy Aouo mtuit-Geii6r.il, 
Lusts an l Telegraphs. Calimtt.i, 
..’i l Deputy Aeiiouatant-Oeu- 
et.il. post- .vi l Telegraph', 
Delly 


Home Department, No. F. 0-19/30-Esls., dated the 27th 
Febnuuy 1932, nuinel.y. — 

In the Schedule uppended to the said Rules, under 
bead “Finance Department'’ and tbe sub-head “Audit ana 
Accounts Department” under the heading “Clerical Service 
(including Stenographers, Typists, Record Clerks, Cashiers, 
Sorters, Quality and Quantity checkers, end attenders in 
the office of the Deputy .Accountant-General, Rosts and 
Telegraphs, Madras, etc., etc.)” and sub heading “(e) Posts 
ttnd Telegraphs Branch” for the entries relating to Branch 
Audit Offices the following entries shall be substituted, 
namely : — 

Deputy Aououafca-it-Gteu'ir.il, (i) AeoouP i-it-l}ea»r *1 ID* 1 * 

Pout fuel Telegraphs, Deputy (li) awl Telegraphs. 

Accountant- General, Postal <fc 
I.ife Insure noe, (iv) 

or 

Aeoouuta Oltioer, Telegraph Check 
Offloe. 

Accountant Gea-u-n’, Posts and All Auditor- General 
Telegraphs. 

Deputy Vv’uu-ita.it-Gteural, (i) Ainourt eit-Gsasra’ Pests 

Posts a 1 1 Telegraphs, C.ffinUt \ to ivvl Telegraphs, 

or (it ) 

Deputy Aucountaat-Geuov.il. 

Posts and Telegraphs, Delhi. 

Accountant-Genera', Posts and All Auditor Gonew! 
Telegraphs. 


At it Delhi, the 2\)th August 1949 

No. 7/21/49-Ests. —In exercise of the poweis confound 
by section 241 of tho Government of India Act, 19H5 
the Governor General is pleased to direct that the follow- 
ing further amendment shall be made in (he Rules 
published with the notification of the Government of 
India in the late Homo Department, No E,9-19/30-Esto , 
dated (he 27th lebruurv, 1932, namely • — 

In tbe Schedule annexed to the said Rules, under the 
head "Department of Communications’’ and the 


MINISTRY OF EXTERNAL AFFAIRS 

New Delhi, the 2 5th August 1949 
No. 295-Pt. — On tho tilth August, 1949, His Excellency 
the Governor-General received His Excellency Mohammed 
Salim Al-Randhi, who presented liis Betters of Credence as 
Envoy Extraordinary and Minister Plenipotentiary of Iraq 
to India. 

T. J. NAT A RAJ AN, Under Secy. 


New Delhi, the 26th August 1949 
No. 296-Haj]. —In exercise of the powers conferred by 
sub-section (2) of section 8 of the Provident Funds Act. 
1925 (XIX of 1925), the Central Government is pleased in 
direct that the provisions of the said Act shall apply nnd 
shall be deemed always to have applied to the Provident 
Fund established for the benefit ot the employees of the 
Tort H a) Committee, Bombay 

S. K. BANERJI. Dy. Secy. 


sub-head “Indian Rosts and Telegraphs Depmt 
meat” for the words “Senior Deputy Director 
General” or the words anji letters “ 
Director General, T.S.E.” or the words 
pufcy Director General, Telegraph Staff and 
Establishment”, wherever they' occur, the words, 
brackets and Jotters “Deputy Director General 
(S & E) ” shall be substituted. 

N. L. NAGAR, Under Secy. 


MINISTRY OF STATES 

Nt’ir Delhi, the. tilth August 1949 

No. 187-J.- — In exercise of the powers conferred ■ by 
section 4 of the Extra Provincial Jurisdiction Act, 1947 
(XL VII of 1947) and of all other powers enabling it in 
that behalf, the Central Government is phased to direct 
that the Central Excise and Salt Act, 1944 (I of 1944) 
and the Central Excise Rules, 1944 shall apply to Sbohi 
subject to the following modifications namely 

(1) For the wordR “the provinces of India” wherever 
they occur in the said Act or the said Rules, the word 
“Sirohi” shall ho substituted. 

(2) Sub-sections (2) and (3) of section 1 of the said 
Act shall be omitted, 

(3) Sub-rule (2) of rule 1 of the said Rules shall bo 
omitted. 
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(-1) After sub-clause (f) uf cDum . 1 (li) of rule 2 of tlie 
said mlfas, the following sub-clause shell be inserted 
namely:— 

“(g) in Sirota, [he Collector of Central Excise, 
Bombay.” 

(5) Rule 2S4 of the said Rules shall be omdted.' 

2. The said Act and the said Rules supersede the corres- 
ponding State enactments or rules made thereunder, (by 
whatever name tailed) at present in force in Hirohi. 

Provided that — 

(i) nil proceedings taken under any of the enactments 
or rules made thereunder which were in force m 
Sirohi and pending at the commencement of this 
Order shall bo con unued as if thev had been 
taken under the corresponding provisions ot the 
said Act or the said Rules; and 

(li) all appointments, delegations, notifications, 
orders, made or issued by or in pursuance of any 


of the said enactments or rules made thereunder, 
are hereby confirmed and shall have effect as it 
made or issued under the corresponding provisions 
of the said Act and the said Rules. 

3. Any court may construe the said Act and the said 
Rules with such modifications, not affecting the substance, 
as may be necessary or proper in order to adapt them to 
the mattei before the Court. 

C. GANESAN, Dy. Recy. 


New Delhi , Ht$ 19 th August 1949 

No. 188-P. -In exercise of the powers conferred by sec- 
tion 217 of the Government of India Act, 1935, the 
Governor General after communication with the Raj 
Pramukh of the Patiala and Ea$t Punjab States Union, 
is pleased to declare the High Court of the said Union to 
he a High Court for the purposes of section 207 of the 
said Act. 

A. R. OHATTERJEE, Joint Secy. 


MINISTRY OF FINANCE 

___ Acir Delhi, the '24th August 1949 

No. D.10200-F.1 49. — tit itemenl of the Affaii'- of the Reserve Bunk of India, as on the 19th August 194!) 

Banking Department 




« 


Liabilities 

Rs. 

Assets 

Rs. 

Capital paid up .... 

5,00,00,000 

Notes ....... 

33,52,99,000 

Reserve Fund 

3,00,00,000 

Rupee Coin 

8,60.000 


1 

Subfidiaty Coin ... . 

1,07,000 

Deposits ■ 


Bill* Purchased and Discounted i — 


(a) Government— 


(a) Internal 

(ft) External 

03,44,000 

(l) Central Government . 

. 100,75,38,000 

(o) Government Treasury Bills . 

1,13,05,000 

(2) Other Governments , 

, 18,08,35,000 

Balances held abroad* .... 

167,70,15,000 

(b) Banks 

88,03,70,000 

Loans and Advance* to Governments 

3,08,00,000 

(o) Other* ...... 

01,52,98,000 

Other Loans and Advances 

9,50,24,000 

Bills payable ...... 

S, 30,35, 000 

Investments .... 

83,03,93,000 

Other Liabilities ..... 

3,70,58,000 

Other Asieti 

2,64.05,001 

Rupees 

. 301,57,30,000 

Rupees 

201,57,30,000 


•Includes Cash and Short-term Securities. 


An Act ount pursuant to the Reserve Bank of India Aot, 1934, for the week ended the 19th day of August 1949. 

Issue Department 


Liabilities 

Rs. 

Rs, 

Assets 

Rs. 

Its. 

Notes held In the Banking 
Department 

Notes in circulation . 

33,32,09,000 

1 101,03,00,000 


A. — Gold Coin and Bullion : — 

(а) Held in India 

(б) Held outside India 

40,01,71,000 


Autal Notes issued 


1134,50,0.5,000 

Foreign Securities 

823,34,38,000 





Total of A 


665,30,09,000 




B. — Rupee Coin 


50,43,94,000 




Government of India Rupee 
Securities 


418,70,02,000 




Internal Bills of Exchange 
and other oommeroial 
Paper] .... 


= 

Total Liabilities , 


1134,56,05,000 

Total Assets 


1134,56 05,000 


Ratio of Total of A to Liabilities : 3 So}! 5 per cent; 


Dated the 24th day of August 1949. 


B Rama Rau, Governor 

K. G. AMBEGAOKAR, Addl. Secy. 
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New Delhi, the '23rd August 1949 

No. 19(3)-E.IV/47 . — In exercise of the power conferred 
by clause (a) of sub-section (2) of section 241 and clause 
(a) of Section 247 of the Government of India Act, 1935, 
the Governor General is pleased to direct that the follow- 
ing further amendment shall be made in the Fundamental 
Rules, namely: — 

For clause (b) of rule 53 of the said Rules, the follow- 
ing clause shall be substituted, namely: — 

“(b) In the case of a Government servant other than 
that mentioned in Clause (a), for the first year of sus- 
pension, subsistence allowance at an amount equal to 
the leave salary which the officer would have drawn, 
under the leave rules applicable to him, if he had been 
on leave on half pay or on half average pay, and for any 
period subsequent thereto at three quarters of such an 
amount. 

Provided that the Government servant under suspen- 
sion may be granted in addition any compensatory allow- 
ance (e.g. dearness allowance, house rent allowance, etc.) 
of which he was in receipt on the date of suspension, to 
such extent and subject to such conditions as the suspen- 
ding authority may direct. 

Provided further that the amount of dearness allowance 
does not exceed the amount admissible as such on the 
subsistence allowance paid from time to time. 

R. D. BALVALLY, Dy. Secy. 


MINISTRY OF FINANCE (REVENUE DIVISION) 

Customs 

New Delhi, the 27th August 1949 

No. 48. — In exercise of the power conferred by section 
19 of the Sea Customs Act, 1878 (VIII of 1878), the 
Central Government is pleased to prohibit the bringing 
into the provinces of India of (a) any copy ol the book- 
lets entitled “BEHIND THE IRON CURTAIN IN 
KASHMIR— NEUTRAL OPINION” and “THE 
KASHMIR DISPUTE THROUGH NEUTRAL EYES” 
published in English or (b) any translation, ^ reprint or 
other document containing substantial reproductions of 
the matter contained in either of the said booklets. 

P. C. PADHI, Addl . Secy. 


Income-tax 

New Delhi, the 2lTh August 1949 

No. 79.— In exercise of the powers conferred by sec- 
tion 49A of the Indian Income-tax Act, 1922 (XI or 
1922), the Central Government is pleased to direct that 
the following further amendment shall be made m the 
Income-tax (Double Taxation Relief) (Indian States) 
Rules, 1939, namely: — 

To the entries in the Schedule annexed to the s <*'d 
Rules the following shall be added, namely:— 

“Assam States 

1. Tripura”. 

No. 81.— It is notified for general information that the 
Central Government have approved the institution men- 
tioned below for the purposes of sub-section (1) of sec- 
tion 15B of the Indian Income-tax Act, 1 L- (XI or 
1922):— 


314 


“United Piovuices 
Bharat Kala Bhawan, Banaras' 


Headqu vriers Establishment 
New Delhi, the '3rd Septembei 1949 

Ho. 48 In pursuance of clause (hi of sub-rule (u) of 

rule 2 of the Appellate Tribunal Rules, 1946, the < ential 
Government is pleased to appoint with effect bom the 
afternoon of the 2nd August 1949 Mr. P. G. Demand , 
Income-tax Officer, as Authorised Representative to 
appear, plead and act for an Income-tax Authority who 
j s a party to any proceeding before the Income-tax 
Appellate Tribunal. 

S. P. LAH1RI, l)v. Secy. 


MINISTRY OF FOOD 

RESOLUTION 

New Delhi, the 27th August, 1949 

No. FY-623(6),/49. — The Government of India have 
been receiving complaints tiom time to time from various 
sections of the public that the quality of foodgrains 
i-sueu to consumers in rationed areas is bad and also that 
tlie prices charged are high and out of proportion to the 
prices paid for procuring the grains. The Government of 
India are, therefore, pleased to appoint a Committee with 
the following -terms of reference: — 

1 1) Whether the arrangements made by the Provincial 
Governments /States /Administrations for the transport of 
imported giain received from the Government of India to 
the storage or consumption centres are satisfactory an<p 
economical and in particular ensure minimum losses in 
transit and wastage. 

(2) Whether the arrangements by the Provincial Gov- 
ernments/ States/ Administrations for procurement and 
transport of local grain are satisfactory and economical. 

(3) Whether the arrangements made by the Provincial 
Governments/ States/ Administrations for distribute of 
grain to the wholesaler and the retailer are satisfactory 
and economical. 

(4) Whether the arrangements for the storage and the 
conservation of both imported and local grain are adequate 
and ensure maintenance of good quality of grain. 
Whether the storage godowns are suitable and arrange- 
ments for inspection, elimination of infestation and 
cleaning of grain before issue are adequate. 

(5) Whether the quality of grain finally reaching the 
consumer is satisfactory and the arrangements leave no 
scope for adulteration, short issue, etc. 

(6) Whether the various additions made by the Provin- 
cial Governments/ States /Administrations to the procure- 
ment or purchase price of foodgrains either for services 
like transport, milling, etc. or for overheads like establish- 
ment and commission to middlemen, etc. are not excessive. 

2. The Committee will consist of the following: — 

1. Sbri L. K. Maitra, Chairman. 

2. Shri Thirumala Rao, Member. 

3. Shri V. C. Kesava Rao, Member. 

4. Shri P. D. Himatsingka, Member. 

5. Shri Satish Chandra. Member. 

6. Shri S. K. Mirchandani, Member-Secretary. 

3. The Headquarters of the Committee will be at New 
Delhi, but with a view to examine conditions prevailing- 
in various Provinces/States, they will visit such Pnv 4 
vinces/States as they consider necessary. 

4. The Committee will also have power to co-optTwpre- 
sentatives of important interests as and when necessary. 


Ordered that the above Resolution be published in the 
irasette of India. 

R. L. GUPTA’, Secy. 

MINISTRY OF COMMERCE 

Import Trade Control 
New Delhi, the 27 th August 1949 
No. 24-ITC49. — In pursuance of the notification of the 
Siuvernment of India in the late Department of Oom- 
naiei* No. 23-ITC/43, dated the 1st July 1943, as con- 
tinued in loice by tbe Imports and Exports (Control) 
Act. 1947 (XYIlf of 1947), the Central Government is 
pleased to direct that the ’folio-wing further amendment 
shall be made in the Open General Licence No. X. 
publwhtd with the notification of th© Government of 
India m the Ministry of Commerce, No. l-ITC/48, dated 
the 1st March 1948’ as subsequently amended, and that 
this amendment be published for general informa I ion . — 

In the Proviso to the said Open General Licence — 

For the words— 

"Pio-uded that nothing in this amendment sha-!^ apply 
to import ot Kbewra Salt by land from Pakistan 
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The following shall be substituted namely: — 
“Provided that nothing in this amendment Gwl 1 apply 
to import of Hock Salt by land from Pakistan.'' 

S. JAGANNATHAN, -Joint Stey. 


Export Trade Coxtrol 
New Delhi, the ‘2~th Aug tut 1949 

No. 91-O.W.(10)/48/III. — In exercise of the powers' 
conferred by sub-section (1) of section 3 of the Imports 
and Exports (Control) Act, 1947 (XVIII of 1917;, the 
Central Government is pleased to direct that the following 
fi other amendment shall be made in the Notification ol 
tlu Government of India in the late DepaTment rd 
Commerce, No. 91-C.W. (l)/45, dated the 3rd November. 
1945, namely: — 

lit Part D — - 

for item 48 A the following shall bo substituted, 
namely : — 

“48A. Plast’e and manufactures then of orhei than 
Buttons and Toys and not specified elsewhere. 

New Delhi , Ihe 3rd Se ptemher 1949 

No. 91-C.W. (4)/49. — In pursuance of clause (h) of th ■ 
Notification of the Govtrnment of India in the late Depart- 
ment of Commerce, No. 91-C.W. (l)/45. dated the 3rd 
November 1945, ’the Central Government is pleaded to 
‘direct that the follow 'ng further amendments shall b- 
made in the Open General Licence No. 4 published whh 
the notification of the Government of India in the Ministry 
of Commerce, No. 91-C.W. (4)/49, dated the 12th April 
1949, namely : — 

To the list of goods given in the said Open General 
Licence, the following shall b e added, namely : — 

(xviii) Enamel ware. 

(xix) Papier machie goods. 

B. AI. MEHTA, As-lt. See.". 

MINISTRY OP INDUSTRY AND SUPPLY 

Bombay , the Otli August 1949 

No. TCS-I /Production. — In exercise of the powers con- 
ferred upon me by clause 20 of the Cotton Textiles 
(Control) Order, 1948, I hereby direct that the following 
further amendment shall be made in the Textile Com- 
nibfioneiC notification No. 78-Tex.-l/48, dated tlu 
30th November 1948, namely: — 

In the said notification at the beginning of direction 
14 before the words “No producer shall produce’’ 
bt worls and brackets “except hi (<*' clo-b 
produced for supply to the Government of India 
in accordance with an order placed with the pro- 
ducer by the Government of India, (b) cloih 
produced for experimental purposes, and tc) 
cloth produced for export” shall be inserted. 

No. TCS-I/17. — In exercise of the powers conferred 
on me by clause 33 of the Cotton Textiles (Control) 
Order, 1948, T hereby permit any producer to produce 
counts of yam in excess of the number permitted end t 
clause 17 of the said Order subject to the following condi- 
tions, namely: — 

(i) The additional counts so spun shall be utilised b , 

the producer for producing on his own looms 
cloth intended for export; 

(ii) A statement regarding the additional counts so 
spun each month shall be furnished by the pro- 
ducer to the Textile Commissioner, Production 
Branch, Hararwala Building, Wittet Bond, 
Ballard Estate, Bombay. 


Bombay, the 3rd Scptembi r 1949 

No. 9{9)-Tex.l/49. — In exercise of the power- r-onf°r"cd 
upon me by clause 34 of the Cotton Textiles (Control) 
Order, 1948, and with the sanction of the Central Gov em- 
inent. 1 hereby dir-fct that the following further nuetid 
went shall be made in thrj Textile Commissioner’- 


Notification No. 80-Ttix. 1 /48(i), dated the 26th October, 
1948, namely: — 

In tlie said Notification after entry No. 6 the following 
eii try sb.-di lx added, namely : — 

“7 Air X. N. Das Gupta, Director.” 

No. 12(4)-Tex.l 49. — In exercise of the powers conferred 
on me by clause 20 of the Cotton Textiles (Control) Order, 
1948, I hereby direct that the following further amend- 
ment shall be. made in the Textile Commissioner’s Noti- 
fication No. 78-Tex.l/48, dated the 30th November 1948, 
namely : — 

J n file sail notification in paragraph 8 the sentence 
beguiling with the words “No producer shall 

produce any woven coloured shirting ” 

shall be deleted. 

No. TCSI 34. — In exercise of the powers conferred rn 
mo b\ clause 34 of the Cotton Textiles (Control) Order, 
1948, -Uld with the sanction of the Central Government, 

1 hueby uni hor se Air. AE B. Kuziuii, Director (Cloth) in 
Ihe Oftae of ihe Textile Commissioner to exercise on my 
la halt tlie I mi e* ions of the Textile Commissioner to issue 
special permissions with reference to clauses 20A, 20B 
and 20C of the said Order. 

T. P. BABAT, Textile Corarnr. 


New Delhi, the 29 th August 1949 

No. 3Q8~PA(125) 49. — In exercise of the powers con- 
ferred by s-ectiou 3 of the Essential Supplies (Temporary 
Powers) Act. 1940 (NXIV of 1946), the Central Govern- 
uimif is pleii-ed to direct that the following further aruend- 
nmnl shall be made in the Paper Price Control Order, 
1945, namely : — 

In Schelule IT appended to the said Order, to the 
entries under the heading “Bombay Presidency”, 
the entry “Rajkot” shall be added. 

K. RAAI, Dy. Secy. 


New Delhi, the 24t7i August 1949 
No. 9(4)-Tex.I / 49. — In exerc-ise of the powers conferred 
by section 3 of ihe Essential Supplies (Temporary Powers) 
C-t. 1946, (XXEY of 1946), the Oeniral Government is 
pie. sed to direct that the following further amendments 
shall Ik made in the Cotton Textiles (Control) Order, 1948, 
namely . — 

I i the said Order — 

(i) in sub-clause (3) of clause 21 — 

( 0 the words “for civil consumption” shall be deleted; 

(b) for the words “75 per cent”, the words “80 per 
cent” shall he substituted. 

(r) for the words “whichever is greater”, the words 
“whichever is lower” shall be substituted. 

( — ) in sub-clause (2) of clause 25 for the words “two 
months”, the words “three months” shall be substituted. 
(3) hi cl, use 28 — 

(i) tor item (a) in sub-clause (1) the following shall be 
substituted: — 

'(a) the quantity of unpacked cloth exceeding the 
lota! quantity of cloth produced by him during 
ihe preceding two months” 

(i.) in sub-clause. (4) for the words, figures and brackets 
“sub-clause (1) and (2) any cloth or yarn”, the 
vvo.ds, figure and brackets “sub-clause (2) any 
yarn” shall be substituted. 


RESOLUTION 

New Delhi. Ihe ‘60th August 1949 

No. Salt-18(S)/48. — In pursuance of the recommenda- 
tions of the Sail Experts Committee, the Government of 
India have decided to constitute an Advisory Committee 
for Salt. The' functions of the Committee will be to 
a<hne Government on measures to be adopted for promo- 
ting and developing the Salt Industry of the country on 
‘ration il bmp and all other matters jncidentiai thereto, 
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2. The following have been nominated as Ghuirman 
■nil Members of the Committee: — 

( 'hiiiniiiin 

1. Shri Kustiim Khuishedji Sidhwt, MCA., 

1/ e m hi i s 

2. Pandit Lukshmi Kantn Maitrn, M ('.A 

3. Shri A Vedaratnum I’illm, M.L.A 

President of the Madras Provincial Balt Manu- 
facturers Association, Madras. 

4. Sliri Ardeshir H. Hliiw uudiwalln 

President, Homlm\ Salt Manufacturers and 
Shilotrics Abscciation, Bombay 

5. Shri P. A. Nurielwala, 

Vice-Chairman, the Indian Salt Manufacturers 
Association, Bombay. 

6. Shri S. Raniuswuniy , 

Mettur Cherme ils A liuliistrial Corporation Bid , 
Mettur. 

7. Bhri Saroj Kumar Dntfca, 

The Calcutta Salt Association Ltd., Calcutta, 

8. Dr, J, N. Bay, 

Deputy Director General, Directorate General of 
Industries and Supplies, New Delhi. 

Vi’iu (i-elASr netni ij 

9. Sail Contmllcr, New Delhi. 


OBDEK 

Ordered tliut this Besolution he communicated to all 
Provincial Governments and Administrations, States 
Unions, all Ministries of Government of India, Cabinet 
Secretariat and Prime Minister’s Secretariat. 

2. OimiCRKi) also I hut the Besolution be published in 
the Gazette of India, Part I 

K. SEN, Joint Secy. 


MINISTRY OF AGRICULTURE 

Ni'u- Delhi, th( -Jilt h August 1949 

No, F.9-9/49-PP&S. — [n exercise of the powers con- 
ferred by sub-section (1) of section 3 of the Destruction 
Inseots and Pests Act, 1914 (II ot 1914), the Oentiul 
Government is pleased, to direct that the following further 
amendment shall he made m the order published with 
the notification ot the Government of India in the late 
Education, Health and Lands Department No. 
F.320 / /J5-A l dated the 20th July, 1930, namely;-— 

In entry (3) of clause 15 of the said order, after rhe 
word air the words 1 on their transhipment’’ 
shall be inserted. 

New Delhi , the 29 th August 1949 

No, F.3-0/48-00. — In pursuance of clause (10 of rule 
4 of tho Gcnernl Grading and Marking Buies, 1937, and m 
supersession ot the notification of [he Government o! 
rndia. in the Mmistiy ol Agriculture No, F.3-6/48-(’o , 
dated the l4tb January, 1949, the Central Go vornmcnt is 
pleased to levy u charge ot annas 10 per m mud on alt 
ghee packed and scaled with Agmark labels. 

S. B. MAIN!, Dy. Secy, 


MINISTRY OF EDUCATION 

New Delhi, Ike 27th August 1949 

No. F.34-2 48-D.3. — In exercise of the Powers con- 
ferred by sub-section (3) of Section 8 of the Provident- 
Puiulh Act, 1925 (XIX of 1925), the ( 'eiitrul Government 
is pleased to add to the schedule to the said Act the 
name of tho following ‘Publio institution’, namely: — 

The Lady Irwin College for Women, New Delhi. 

TAKA (HAND, Secy 

MINISTRY OF TRANSPORT 

Ports 

New Delhi, the 23 rd August 1949 

No. 13-P(64)/49.— In pursuance of section 9 of the 
Madras Port Trust Act, 1905 (Madras Act- 11 ot 1905), 
it is hereby notified that Mr. M. T. Brtju, Dai ut-Law, 
r.C.S., Director of Industries and Conmieice, Madras, 
has been chosen by the Government of Madras to he a 
Trustee of the Madras Port Trust with effect fro.m 12th 
August 1949 vice Mi. P Govindu Menon resigned. 

A. K. MUKHERJEA, Dy Set 

New Delhi, the 26 th August 1949 

No. 103-E(B)/49.— In pursuance of section 3 of the 
Railways (Transport of Goods) Act, 1947 (XII of 1047), 
the Central Government is pleased to direct that the 
following amendment shall ho made in the notification 
of the Government of India in the Ministry of Transport 
No. 100-E(5) 49, dated the 28th March, 1949, namely: — - 

In the said notification, for the words “Regional 
Controller of Railway Priorities, Gorakhpur’’, 
the words “Traffic Manager, 0. T. Railway, 
Gorakhpur’’ shall be substituted. 

S. CHAKRAVARTT, Dy. Secy. 

MINISTRY OF RAILWAYS 
(Railway Board) 

New Delhi, the 29tk August 1949 

No. F(X)II-49 TX1/1 — In exercise of the powers con- 
ferred by section 4 of the Railways (Local Authorities 
Taxation) Act, 1941 (XXV ot 1941), the Central Govern- 
ment is pleased to revoke the notification of the Govern- 
ment of India in the late Railway Department (Railwav 
Board), No. 5723-F, dated the 18th December 1930. 

No, F(X)II-49 /TX1 1 — In pursuance of sub-section (1) 
of section 3 of the Railways (Local Authorities’ Taxuh 
Act, 1941 (XXV of 1941), the Central Government 
pleased to declare that the Administration of the Madras 
and Southern Miihaiatta Railway shall he liable to pay, 
in aid ot the funds ol tho local authority specified in 
column T of the Schedule annexed hereto, the taxes 
specified in column II thereof 

Schedule 

Local Authority Taxes 

1 II 


Bhimavaram Municipality General property tax and water and 

drainage tax. 


K'J planation - — In thin Schedule- ■ 

(i) “General Proporty Tax” means so 

much of tile property tax levied 
under cl- use (a) of sub-section (1) 
of Section Si of tho Madras Dis- 
trict Municipalities Act, 1920 
(Madras Act V of 1920), as com- 
prises a tax for general purposes; 

(ii) “Water and Drainage tax” means 

so much of the porporty tax ani fl 
Loviail in accordance with cIhuho 
(b) of the said nub-Hei tion. 
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New Delhi, the 1948. 

No. E48BR21.— The following rules for recruitment to 
the Indian Baiiway Service of Engineers are published for 
general information ; — ■ 

RULES 

Paet I 

Methods of Recruitment 

1. These Rules may be called the Indian Railway 
Service of Engineers Recruitment Rules 

2. For the purposes of these Rules — - 

(a) “Government'’ means the Government of India; 

(b) “The Commission" means the Federal Public 
Service Commission; 

(e) “High Commissioner" means the High Commissioner 
for India in London; 

(d) “The Service" means the Indian Railway Service 
of Engineers; 

(e) “Direct appointment” means appointment other 
wise than on the result of a competitive examination or 
by promotion or transfer from another Service. 

(f) “Scheduled Castes" means any of the castes 

ntioned in the Government of India (Scheduled Castes) 

Her, 1986. 

3. The Service shall be recruited hv the following 
methods : — 

(i) Bv competitive examination held in Tndia fn accord- 
ance with Part H of these Rules. 

(ii) By promotion of specially qualified officers of the 
Lower Gazetted Service and subordinates of the Civil 
Engineering Dapartman fc. 

(iii) By occasional admission of other qualified persons 
appointed by the government on the reoommondnl ions of 
the Commission, 

4. Subject to the provisions of rule 8, Government shall 
determine the method or methods to be employed for the 
purpose of filling any particular vacancies, or 3ueh 
vacancies as may require to be filled during any particular 
period, and the number of candidates to be recruited by 
euqh method. 

5. Appointments to the Service which is made otherwise 
than by promotion will be governod by the principles laid 
down in the Government of India, Ministry of Home 
Affairs’ Resolution No. l6/10/47-Ests.(R), dated the 21st 
August 1947 (regarding communal representation in the 
Central Services) and the supplementary instructions 
issued in connection therewith. 

Part H 

Recruitment by competitive examination 

6. A competitive examination for admission to the 
Service shall be held m India at such times and places us 
Government may prescribe by notice issued through the 
CMgmission. Every such notice will, when possible, 
a^ounce the number of vacancies to be filled on the result 
of the examination. 

7. If the examination held under this part of these 
Rulqs is a combined examination for the purpose of malting 
appointments to more than one Service or Department, 
the following provisions shall apply: — 

(i) Any person may apply to be admitted as a candidate 
for appointment in all or any of these Services or Depart- 
ments for wh'ch he is eligible. Tf he wishes to compote 
for appointment in more than one Service or Department, 
he shall state on his application form whioh Services or 
Departments he wishes to compete for and the order of his 
preference between them, and in such case only one 
application form will be necessary and one payment of 
the fees referred to in rule 16 (and Appendix IV) will be 
sufficient.. 

(ii) Government shall assign successful candidates to 
each Service or Department on a consideration of all 
circumstances including any personal preference expressed 
by the candidate. 

8. The maximum number of candidates to be admitted 
to any examination may in the discretion of Government 
be limited to such number, not being less than 200, os 
Government may decide. If a limit is imposed and the 


number of candidates exceeds that limit, the Commission 
shall select from the applicants those who shall be 
admitted to the examination, and in doing so shall have 
regard to the suitability of the applicants and to the 
adequate representation of the various communities and 
provinces of India. 

9. (i)* A candidate who is in permanent or temporary 
Government servioe shall apply to the Commission for 
admission to the examination through the Head of his 
Department, who shall forward his application to the 
Commission unless he refuses his consent to the applica- 
tion. 

(ii) A candidate who is not in Government servioe shall 
submit his application direct to the Secretary, Federal 
Public Service Commission. 

(iii) No candidate may make more than one application 
in respect of any one occasion on which an examination 
is held. 

10. A candidate must be either — 

(a) a national of the Indian Dominion by birth or by 
domicile, or 

(b) a ruler or a citizen of an Indian State which has 
acceded to the Dominion of India, or 

(c) a person of Indian descent, or a fuler or a citizen 
of an Indian State which has not acceded to the Dominion 
of India, or a citizen of the Pakistan Dominion or of any 
other territory adjacout to India, in whose favour a 
declaration of eligibility has .been issued by the Govern- 
ment of the Dominion of India. 

Noth.— A oanilidafe who was domiciled in Pakistan areas but 
wfto has migrated or may migrate from such areas before, the 30th 
September, 1948, with the intention* of permanently settling down 
in India will be treated as a person domiciled in India and no 
doolaration of eligibility for appointment to tho Sovvioo under the 
Indian Dominion in respect of such a person will bo necessary. 

11. A candidate must have attained the age of 20 and 
must not have attained the age of 25 on the date prescribed 
for this purpose in the notice issued by the Commission 
under rule 6. A candidate belonging to a Scheduled 
Caste must have attained the ago of 20 and must not have 
attained the age of 28 on the prescribed date. 

Mot b. —These ags-lnnits apply wnitlior or not a candidate is 
already in Government, service, 

12. A candidate must satisfy the Commission that his 
character is such as to make him suitable for appointment 
to tho Serviee/Departmeut. 

13. A candidate must have — 

(i) passed seotions A and B of the Associate Membership 
Examination of the Institution of Engiueers (India) or 
have any other educational qualifications recognised by 
that institution as exomptmg from passing these sections 
vide Appendix I; or 

(ii) obtained an engineering degree of one of the 
universities mentioned in Appendix 1 1. under the conditions 
prescribed in that Appendix; or 

(iii) passed the Assoeiatcship Examination of the City 
and Guilds Institute ((lupcimi College ol Science mid 
Technology, South Kensington) in Civil Engineering; or 

(iv) passed the Associate Examination from the Bengal 
Engineering College in Mechanical Engineering; or 

(v^ have obtained the B.Sc. degreo in Engg. of Aligarh 
Muslim University : 

Provided that in exceptional cases the Commission 
may on the recommendation of the Central Government 
or a Provincial Government treat ns a qualified candidate, 
a candidate who, though he has not all or any of the 
qualifications prescribed in this rule, has pnssed examina- 
tions conducted by other institutions of a standard which 
iu the opinion of the Commission justifies his admission to 
the examination 


•Tho submission of appliuntioj s by persons in Government service 
Is further govd-norl by tho Government, Servants’ Application for 

p0HtS (rSSSuSt R ' lle9 puh,i9heri W,th the Of 

Home Departmen t _ No, F, 189/43/Eets 

nC ,a> Railway Department (Railway Notification \ 0 . 34 R fUf' 

Board) 


dated the 


,8th Deoomber 194" 


as amended from time to time, arm 


2‘2nd January 194fi 
t he corresponding rules made by Provincial Governmenta, 
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14. No candidate shall be admitted to the examination 
unless he holds a oertiticote of admission from the Com- 
mission. 

The decision of the Commission as to the eligibility or 
otherwise of a candidate for admission to tho examination 
shall bo final. 

15. No recommendations except those invited m the 
form of application shall bo taken into consideration. Any 
attempt on the part of a candidate to obtain support for 
his candidature by other means may disqualify him Lor 

admission. 

16. Candidates must pay such examination fees as 
Government may prescribe ( see Appendix IV). No claim 
for a refund of any of these fees will ordinarily be enlcr- 
tained, nor can they be held in reserve for any other 
examination or selection. 

17. Examinations under these Hides shall be conducted 
by the Commission in the manner prescribed in the 
lagulntions which ha'tn Appuulix 111 io >heye Uulcs 

18. (i) After every examination the Commission shall 
make a list of the candidates in order of their merit as 
disclosed by the aggregate marks finally awarded to each 
candidate, and in that order so many candidates up to the 
number of unreserved vacancies announced under rule 6 
above, as are found by the Commission to be qualified by 
the examination and are considered by Government or 
the appointing authority, as the case may he, to lie suit- 
able in all other respects, shall be appointed, 

(ii) For the purpose of rule 5 of these rules, appoint 
ments to vacancies to be filled by members ot a particular 
oommumty or communities shall be made by Govern mom, 
or the appointing authority us the case may be, in the 
order of merit of the candidates belonging to the particular 
community or communities, provided they havo qualified 
in the examination and are in all respects suitable toi 
employment in these services, 

19. A candidate must be in good mental and bodily 
health and free from any physical defect likely to mtei fere 
with the discharge of his duties as an officer of the Service 
A candidate who (after such physical examination us 
Government or the appointing authority, us the case may 
be, may prescribe) is found not to satisfy those require- 
ments will not be appointed. Only candidates who are 
likely to be considered for appointment will bo physically 
examined. * 

20. (a) Appointments shall bo made on probation tor a 
period of three years. 

(b) If, in the opinion of Government, the work or con- 
duct of an officer on probation is unsatisfactory, or shnvs 
that he is unlikely to become efficient, Government ma\ 
discharge him forthwith. 

(c) On the conclusion of his period of probation, Govern- 
ment may confirm the officer in his appointment, or if his 
work or conduct has in the opinion of Government be m 
unsatisfactory, Government may either discharge him from 
the Service or may extend his period of probation lor such 
further period as Government may think fit. 

(d) If no action is taken by Government under sub- 
rule (b) or (c) of this rule, the period after the prescribed 
period of probation shall bo treated as an engagement from 
month to month, terminable on either side on the expire 
tion of one calendar month's notice in writing. 

(e) If the power to make appointments in the Wpi-vice 
is delegated by Government to any officer, that officer 
may exercise any of the powers of Government under this 
rule. 


APPENDIX 1 

List of Examinations recognised by ihe institution of 
Engineers (India) as exempting from Sections “ A ' onn 
“B" of the Associate Membership Examination [vide 
Rule IS (i)]. L 

Institution of Civil LSeotiona A tmd B of tho Associate M. m- 
Engineens, London. bership Exaini nation. 

Institution of Mechanical Sections A and B of the Associate Mrin- 
Engineera, London. bership Examination. 


♦In ordor to prevent, disappointment candidates are advised ( r> 
have themaelvoa examined by a Government medical officer of tbo 
"tending of a Civil Surgeon, befuro applying for mlmi-Hion to tbo 
examination Partioulars of the nature of tho physical lost to which 
candidates will be submitted before appointtmont and of the stand- 
ards required can be had from the Odnwnission, 


institution of Eleutrioal 
Engineers, London. 
Oxfoid .... 

Cambridge 
St. Anihows . 

Glasgow 

Edinburgh 

Dublin .... 


The Associate Membership Examination. 

B.A. with Honours in Engineering Science 
Final Honours School. 

B.A. (Honours) Mechanical Science Tripos. 
B.Sc. in Engineering. 

B.Sc, in Engineering. 

B.Sc. in Engineering, 

B.A. I. (Ordinary, or with Honours in 
Engineering). 


Mel Jill University 
(Montreal). 


Durham 


London 


Vici oria University 
(Main haul ei). 


Birmingham . 


Liverpool 


Li eds . 


Sheffield 


Uriel ol . 


Wales 

National Urn varsity 
of Ireland. 

Queen's Umversit. v 
(Belfast ). 

S' dney . 

Melbourne 
Now Zealand. 

Adelaide 

Queensland 

Western Australia. . 
South Africa . 

Onpo Town 
WitwateiHrnnd 

Ciilnutta 


Bombay 

Madras 

Benares Hindu University 


B.Sc, in “ Civil ” or “ Mechanical ” or 
“ Electrical ” or “ Metallurgical ” or 
“Mining” Engineering (Honours or 
Ordinary Degree). 

B.So. in Civil ” or “ Mechanical ” or 
“Efictri&al ” Engineering, or in “Naval 
Architecture'’ (Honours or Ordinary 
Degree). 

B.Sc. (External and Internal Degree) in 
Engineering [not including the B.So. in 
Engineering (Metallurgy)] (Honours 
or Ordinary Degreo). 

B.go. (Internal) in Engineering (Mining) 
[obtained in or afler 1(520]. 

B.Sc. (External) m Engineering (Mining) 
[Hons. Degree obtained in or after 
J9.3SJ. 

B.Sc. Ti.eb. (Ordinary Course Division I) 
m Electrical Engineering. 

B.So Tech. (Ordinary Connie Division II) 
in Elootrical Engineering. 

B.So. Tech. (Higher Course Honours 1 i- 
uon Ordinary Course, Division l) in 
Municipal Engineering, 

B.Sc. Tech. (Ordinary Course Division I) 
in Mechanical Engineering 
B.Sc. in Engineering, (Honours Degree 
or Ordinary Degree from 102G onwards). 
B,So. Tech, in “ Meohameal ” or “Elootri- 
cal ” Engineering. (Honours Division 
in the Final (Examination). 

B.Sc. m “ Civil ” or “ Mechanical ” or 
“ Electrical ” Engineering (Honours or 
Oidmnry Degree). 

B.Eng. in “Civil” nr ‘Mechanical” or 
“ Marine ” or “ Electrical ” Engineering 
oi “ Naval Architecture ” (Honours or 
Ordinary Degree), 

B.Sc, in “ Civil ” or “ Mechanical ” or 
Electrical ” Engineering. ( Honours or 
Ordinary Degree). 

B.Eng. in “ Civil ” or “ Mechanical ” or 
Ej” Electrical ” Engineering. (Honour* 
Degree or Oidmaiy Degree with a First 
Class m the final Examination will not 
be required in tho canoe of degrees 
obtained m or afler June LOUD). 13. E. 
(Met.) Hons only. 

B.Sc. in “ Civil” or “ Mechanical” or 
k' 1 Electrical ” Engineering (Honours 
lor Ordinary Degree). 

B.Sc. in “Civil” or “ Mechanical” or 
“ Electrical ” Engineering. 

B.E. 

B.So, in Engineering. 

B.E. in “ Civil ” or in “ Mechanical ” and 
“ Electrical ” Engineering. 

B.C.E., B. Meeli. E. or B.E. E. 

B.E. in “ Civil ” or “ Meeham 
“ Electrical ” Engineering. 

B.E. in “Civil", “Mechanical” or 
“ Electrical ” Engineering, 

B.E, in “ Civil” or m “ Moohamcal "and 
" Electrical ” Engineering. 

B.E. 

B.yo. in Engineering (until 1931). 
B.So. in Engineering. 

B.Sc, in “ Civil ” or “ Mechanical ” anil 
“ Elooliioul ” Engineering. 

B.E. Exainmation in Civiior Mechanical 
or Elec triral Engineering. B, (Met.) uml 
B.E. (Met.). 

B.E. Examination. 

B.E. Examination, 

B.So. Examination m Engineering. 
B.Se. (Mining). 


Pat is i . 

Rangoon 
Mysore . 

Punjab . 

Osmania University 
(Hyderabad). 

Ti-avaneore University 

Eost Punjab Engineering 
College, lioorkee. 


B.So, in Engineering. 

B.Sc. in Engineering. 

B.E, in Civil, Mechanical or Elootrical 
Engineering. 

B.Sc. in Engineering. 

B.E. 

B.So. (Eng,) Degree. 

B.Sc. (Engg.), long as tho oollege is 
allowod to utilize all the equipments 
and the laboratories of the Thomason 
Civil Engineering College. Boorkeo- 
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Liiplum.an ui hiHgiiLvvnity . — - 

Oi(.y and Guilds (Engineering} College, Kensington 
IJniveiMty College, London. 

King’s College, London 

City and Guilds ot London Institute, Technical College, 
Finsbury . Diploma or Higher Certificate (three years' 
course) if taken by Matriculated Students or Students who 
have passed the Institution Studentship Examination or 
its iccogii sed equivalent 

Royal Technical College, Glasgow, Final Diploma 
Txamm-dion in Mechanical or Electrical Engineering, 
provided an approved Matriculation Examination 1ms been 
passed before beginning the course 

Thomason Civil Engineering College, Roorkee- —Diploma 
in Civil Engineo’ u ig (formerly Assistant Engineer’s Certi- 
ficate) 

Indian Institute ot Science, Bangalore — 

D plimui in Electrical Technology. 

plorun m Elceliicid Communication Engineering. 

Manchester — (V)lifi(idc in Technology, Mechanical or 
Fieri) ical Engineci mg 

Punjab College ol Engineering and Technology (tormeily 
Maclagan lvnyncMing College), Moglialpura — 

A Class Diploma in tho first division (da per cent, or 
mom marks) and in the Honours Division (80 per cent 
or more marks) in (i) Miekauical Engineci mg, and 
(n) Fdecl r ira 1 Tingmoeiing iiom Elba. 

College it Engineering arid Technology, .Tadavpur, 
Bengal — 

Diploma in Mechanical Engineering and Ehctnc.il 
Engineering from 1941 onwards, provided tho candidates 
h ive passed Inti r Examination in Science of a recognised 
University with Phvsies, Clmm sttv and Mathematics. 

College of Engmeeimg and Technology, Jadavpm, 
Bengal — 

Diploma in Chemical Engineering from 104J onwards, 
provided (lie candidates have passed the Inter. Examina- 
tion ill Seance of a recognised University with Physics, 

( heimstry and Mathematics 

Degree Course (without legurd lo whelher tho candidate 
Inn passed tin Intermediate Examination or not) or the 
Special Degree Exam nation. 

iplotnii of the Faraday House, Loudon, us obtained 
by iu tiiiillv pis-nug the examination ot I he Faraday Houso 

Colhqi of l<!n<)in< crni'i and Tclinology , Bengal — 

A pass in Degree Course (without regard to whelher flic 
candidate has passed the Intermediate Examination oi 
not . 

A pass in the Special Degree Examination. 

Tho Engineer Officers' Supplementary Engineering 
Course. 

The Delhi Polytechnic and the All India Diploma in 
Engineering when passed after completing the course of 
st udv 

)dci lot-Wait College, Edinburgh — Assoeiateslnp in Elec 
tiical Engmeeiing 

Naval Office™ : — 

Examination which qualifies as Lieutenant (E.). 

Bengal Naval College, Greenwich : — 

Professional Ceil i(icntc for Honstruetoin. 


Lie! of Diplomati or Degrees of American Engineering 
Institutions the Curriculla of which have been accredited by 
the, It G.P.D. and holders of which have taken a full four years 
course of studies in such institutions and have had at least 
four years experience in practical Engineering and which have 
been exempted from Sections A <k B of the Associate. Member- 
ship examination of the Institution of Engineers (India), 

(Subjeot to periodio revision) 

Akron, University of. — Elootrioal 3 (mechanioal, industrial 
a nd aeronautical options) 8 . 

Alabama Polytechnic Institute. — Civil, electrical, mecha- 
nical. 

Alabama, University of. — Aeronautical, civil, oleotrical, 
indasti ial, mechanical, mining. 

Alaska, University of. — Civil, mining (inoluding motal- 
L n gicttl and geologioal options). 

Arizona, University of, — Civil, electrical, mechanical,, 
mining. 

Arkansas, University of. — Civil, electrical, mechanical. 

Brooklyn, Polytechnic Institute of. — Chemical (day and" 
g-yea evening), civil 1 , electrical 1 , mechanical 1 . 

Broum Unio’rsity. — -Civil, electrical, mechanical. 

Buclcnell University. — Gnomical, civil, elootrioal, mecha-r 
ideal. 

California Institute of Technology . — -Aeronautical (5 and 
<> w- ir ionises), chemical (fi-ycnr couine), civil, electrical, 
ilk chanicttl. 

California, University of. — Civil, electrical, mechanical 
metallurgical (metallurgy), mining, petioloum, 

Carnegie Institute of Technology. — Chemical 4 , oivil, 

• loctrical 1 , 4 , indust 'ial (management) 1 , 4 , mjolianioal 1 ," 
metallurgical 1 , 4 . 

Case. Institute of Technology. — Chemical, oivil, electrical, 
mechanical, metallurgical. 

Catholic University of America. — Aeronautical, architec- 
tural, oivil, electrical, mechanioal. 

Cincinnati, University of. — Aeronautical 3 , chemical 8 , 
oivil 3 , oloctrical®, mechanical 8 . 

Citadel, The. — Civil. 

Clarkson College, of Technology. — Chemical, civil, oloctrical, 
mechanical. 

Clcmsmi Agricultural College,. — Civil, ol wtrical, mechanical. 

Colorado School of Min°s. — Goological, m itallurgioal, 
mining, pitrolcum. 

Colorado State College. — -Civil, oloctrical, mechanical. 

Colorado, University of. — Architectural, civil, oleotrical, 
inn-.. anical (includes aeronautical option). 

Columbia University. — ■Chemical 2 , civil 1 , electrical 1 , in- 
dusbial 2 , mechanical 1 , m itallui gical 1 , mining 1 . 

Connecticut, University of. — Civil, eliot'ioal, mechanioal. 

Cooper Union School of Engineering. — Chemical 6 , civil®, 
oloctneal®, meoh anical®. 

Cornell University. — Chemioal, oivil, elect deal, industrial 
(administ ative), mechanical. 

Dartmouth Collie. — Civil. 

Delaware, University of. — -Chemical, civil, elect deal, mecha- 
nical. 

Denver , University of. — Electrical. 

Detroit, University of. — ■ Aerona itioal 4 , architectural 4 , 

chemical 4 , civil 4 , oleotrical 4 , mechanioal 4 . 

Drerel Institute of Technology . ^Chemical 4 , civil 4 , eleo- 
trical 4 , ineolianieal 4 . 

Duke University. — -Civil, electrical, mechanical. 

Florida, University of. — Chemical, civil, t hot ileal, indus- 
trial, mechanical. 

George Washington University. — Civil, electrical, mecha- 
nical. 

Georgia School of Technology. — Aeronautical, ceramF *, 
diomical (including co-operative curriculum) 4 , oivil 4 , oleo- 
t ical*, mechanical 4 . 
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Harvard University*. — Oivil, communioatio r, , eielSrical, 
industrial (enginem mi.* and business administration), 
mechanical, inetnlluran.il (physical metallurgy), sanitary. 

Idaho, University of. — Civil, doctrinal, mechanical, metal- 
lurgical (motnllurgy), mining (include goographioal option). 

Illinois In dilute of Technology ( Armour College of En- 
gineering) 9 . — Chemical, civil, electrical, mechanical. 

Illinois, Unirctsity of. -A’diiteotural, oeramio (technical 
option), chemical, civil, railway civil, eleotrioal, railway 
electrical, g-mo, al 7 , m ichanical, railway mechanical, metal- 
lurgical, mining. 

Iowa State College. —Agricultural, architectural, ceramic, 
chemical, civil, elect 1 icul, general 7 , mechanical. 

Iowa, Sint 1 U • tv rsity of. — Chemical, civil, eleotricah 
meohnnioal. 

Johns Hopkins U dvrrsity . — Chemical, civil, electrical, 
mcohanioai. 

Kansas State College. — Ag lonlt.iral, architectural, civil 
electrical, mcohanioai. 

Kansas, University of. — Architectural, civil, olectrical, 
mechanical, mining. 

Kentucky, University of. — Civil, electrical, mechanical, 
metallurgical, mining. 

Lafayette College. -Civil, electrical, industrial (adminis- 
trative), mechanical, metallurgical, ruining. 

Lehigh University. — tJhcmical, civil, olectrical, industrial, 
meohunical, m ■lallntgical, mining. 

Loiusianu State U.iicrsity. -Chemical, civil, olectrical, 
mechanical, p fr oleum. 

Louisville, Union sity of. -Chemical 4 , civil 4 , electrical 4 , 
mechanical 1 . 

Main", University of. -Civil, elect deal, general 7 , mecha- 
nical, 

Manhattan College . — Civil, elect deal. 

Marquette University -Civil 3 , olectrical 3 , mechanical*. 

Maryland, Uni» "Jig of . — Chnnical, civil, cl rot deal, 

mechanical . 

Massachusetts Inslitu'e of Technology. — Aeronautical 
building and const notion, chemical, civil (includes option 
in sanitary eiiguv'U ing), t loctrieal 4 , gernral 7 , industrial, 
(business and oiigin - inig administration), mechanioal 4 , 
metallurgical (m taLlis gy), naval architecture and marine 
engineering (including mu in > transportation). 

Michigan Collage of Mining and Technology. — -Chemical, 
oivil, elrctrioal, mechanical, metallurgical, mining. 

Michigan State College. — Civil, eleotrioal, mechanical. 

Michigan , I'nivrivt t if -Aei onnutioal, chemical, civil, 
electrical, origin >oring m •ehaniea, m lohanioal, metallurgical 
naval architecture ami marine engin wring, transportation, 

Minnesota, University of. —Aeronautical, chemioal, civil, 
electrical, m ichanical, metallurgical, mining, petroleum. 

Mississippi State College. — Civil, eleotrioal, mechanical. 

Missouri School of Mines and Metallurgy,— Ceramic, 
oivil, eleotrioal, metallurgical, mining (mine) (including 
petroleum option). 

Missouri, University of. — Oh unioal, oivil, eleotrioal, raeoha- 
nioal. 

Montana School of M t.nes.- - -Cool ogiou.l, metallurgical, 
raining. 

Montana State College. — Civil, electrical, mechanical. 

Nebraska, University of. —Agricultural, architectural, oivil, 
eleotrioal, m ohanioal. 

Nevada., University of. -Electrical, mechanical, mining. 

New Hampshire, UninnsUy of. — Civil, eleotrioal, mecha- 
nical 

New Mexico Colli of Agricultural and Mechanic Arts . — 
Civil, electrical, m ■chmical. 

New Meriro 3rhnl of Mines. — Geological, mining, petro- 
leum, 


New Yorl, State College of Ceramics. — (at Alfred Uni- 
versity ceramic. 

New York University. — Aeronautical, chemical (day an ^ 

/ -year evening), cavil 1 , eleotrioal 1 , industrial (administrative), 

meohanieaP. 

Newark College of Engineering. — Civil 4 , elootrical 1 , 
meohanioal 4 . 

North Carolina State College. — Ceramic, dvii, eieotriuai , ' 
meohanioal. 

North Dakota Agricultural College. —Architectural, media 
nioal. 

North Dakota, University of. — Civil, olootrioal, meohanioal, 
mining. 

North Eastern U niversity. —Chemioal 1 , oivil 1 , electrical 3 , 
industrial 3 , mechanical 3 . 

Northwestern University. —Chemical, oivil, olootrioal, 
meohanioal. 

Norwich University. — -Civil, eleotrioal. 

Notre Dame, University of.— Aeronautical, civil, olootrioal 
meahauical, metallurgical (metallurgy). 

Ohio State, University . — Ceramic, chemioal, oivil, oloc- 
trioal, industrial, meohanioal, motallurgioac, mining (mine), 

Oklahoma Agricultural and Mechanical College. 
eleotrioal, industrial, mcohanioai . 

Oklahoma, University of. — -Architectural, ohemioal, oivil, 
eleotrioal, meohanioal, petroleum. 

Oregon Stale College. — Chemioal, oivil, olootrioal, mooha- 

nioal. 

Pennsylvania State College . — Architectural, ooramio (oera- 
mios), chemical, oivil, eleotrioal, fuel technology, industrial, 
meohanioal, metallurgical (metallurgy), mining, petroleum 
and natural gas, sanitary, 

Pennsylvania, University of. — -Chemical, oivil, eleotrioal, 
meo hanical. 

Pittsburgh, University of. —Chemioal 4 , civil 4 , olootrioal, in- 
dustrial 4 , meohanioal, m tallurgioal 4 , mining 4 , petroleum 4 . 

Pratt Institute. — Electrical, meohanioal. 

Princeton University. — Chemioal, oivil, eleotrioal, mr oha- 
nioal. 

Purdue University.— Asronautioal, oh unioal, oivil, eloo- 
trical, meohanioal, metallurgical. 

Rensselaer Polytechnic Institute. — Aeronautical, chemioal 
oivil, eleotrioal, industrial, meohanioal, metallurgical. 

Rhode Island Slate College. — Oivil, electrical, meohanioal. 

Rice Institute . — Ohemioal, civil, olootrioal, meohanioal. 

Rochester, University of. — -Chemical, meohanioal. 

Rose Polytechnic Institute.. — Civil, eleotrioal, meohanioal. 

Rutgers University. — Civil, electrical, meohanioal, sanitary. 

Santa Clara, University of.— Civil, eleotrioal, meohanioal 

South Carolina, University of.— Civil, olootrioal. 

South Dikola Stile College —Oivil, eleotrioal, nuc hanical. 

South Dakota State. School of Mines.— Civil, eleotrioal 
general 7 , metallurgical, mining. 

Southern California, University of.- -Civil, olootrioal, meoha- 
nical, petroleum. 

Southern Methodist University. — Civil 4 , eleotrioal, media 

nioal 4 . 

Stanford University. — -Civil, eleotrioal, moohanioal, metal- 
lurgical, mining, petroleum. 

Stevens Institute, of Technology. — General 7 

Swarlhmore College. — Civil, eleotrioal, moohanioal. 

Syracuse University. — Chnniioal, oivil, electrical, indust- 
rial, (administrative), meohanioal. 

Tennessee, University of. — Chemical, oivil, elootrioal, 
meohanioal. 

Texas, Agricultural and Mechanical College of. — Aero- 
nautical, ohemioal, oivil, eleotrioal, meohanioal, petroloum 
(4- and 15-year courses). 


Nau> Mexico , Uai'i/sitr/ of --Civil, eleotrioal, moohanioal, 

Ne.w York, College f th • City of. — Civil 1 , eleotrioal 1 , 
moohanioal 1 . 


Texas College, of Mines and Metallurgy . — Mining (mining 
option, raining geology, metallurgy option), 

Texas Technological College.— Civil, elootrioal, meohanioal 
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TexaA, University of. — Architectural, chemical, civil, 
electrical, mechanical, pelioleum (petroleum production). 
Toledo, University of ■ — GeneraE, 7 . 
i'ufts College. — (Jivil, elect i ieaJ, mechanical 
Tulane University of Louisiana. — Civil, electrical, rneeha- 
■ucal. 

Tulsa, University of. — Pet’ oleum (including option in 
refining and production )*. 

Union College. — Civil, electrical. 

United States Coast Guard Academy . -General 7 . 

Utah State Agricultural College. — Civil. 

Utah, University of.- -Civil, electrical, mechanical, 
metallurgical, mining. 

Vanderbilt University. — Civil, electrical, mechanical. 
Vermont , University of. Civil, electrical, mechanical, 
ViUanova College. — Civil, electrical, mechanical. 

■ Virginia Military Institute. — Civil, electrical. 

Virginia Polytechnic Institute. — Ceramic, chemical, civil, 
electrical, industrial, mechanical. 

~ Virginia , University of.-- Chemical, civ il, electrical, 
Tnechanical. 

Washington, State College of. — Architect ura], civil, elec- 
trical. mechanical (basic option), metallurgical, mining. 

IT ington University. — Architectural, civil, electrical, 
industrial (administrative), mechanical. 

Washington . Univeisify of. -Aeronautical, ceramic, 

Themionl, civil, electrical, mechanical, metallurgical, 
mining. 

Wayne University. — Civil, electrical, mechanical. 

Webb Institute of Naval Architecture . — Naval architec- 
ture and marine engineering 

West Virginia University. — Civil, electrical, mechanical, 
mining. 

Wisconsin, University of.— Chemical, civil, eleotrical, 
mechanical metallurgical, mining. 

Worcester Polytechnic Institute. — Chemical, civil, 

electrical, mechanical 

\ Wyoming, University of.— Civil, electrical, mechanical. 

Yale University. — Chemical, civil, electrical, mechanical, 
metallurgical (metallui gy). 

List of Accredited Curricu.a of Technical Institute Type 
Academy of Aeronautics (LaGuardia Field, N. Y.). — 
Aircraft design and eons! ruction (resident full-time pro- 
grams and resident part-time evening programs), aircraft 
mechanics and maintenance (resident full-time programs 
and iqsident part-time e\ oning programs) 

Aeronautical Institute (FTawiliorne, Calif). — Electrical 
engineering. 


Explanatory Notes 

*Wrth the exception ot tho chemical engineering curricula this 
fiat is corrected to October 24, 1947, and in subject to continual 
revir""" It applies only to cuinrulo which have been inspected by 
the nittee on engineering schools, whether conduced on the 

iiisuui pian of opei ation 01 on the accelerated [dan. At the iequest 
of the council of tho American Institute of Chemical Engineers, 
due to the efferts of the war upon education in chemical engineering, 
till accrediting of chemical engineering c.n ricula ceased with the 
1943 list. Until such time us reasons lily normal educational 
activities in the chemical engineering Helds have been resumed and 
re-examinations made, no cut lent, list For this division of engineering 
will be published 

(1) Accrediting applies to tho day and evening curricula. 

(2) Accrediting applies to the 4-yeai and 5-;- car curricula leading 
to the bachelor of science degree 

(3) Accrediting applies to tho co-operative curiituluin only. 

(41 Accrediting applies to both the co-operative and regular 
curricula. 

(5) Accrediting applies to day and to 6-year evening curiicula in 
the Cooper Union School of Engineering ub submitted to EOPD. 

(6) Accrediting applios only to curriculum as submitted to ECPP 
and upon completion of which a ceitific-ite is issued by Harvard 
University ceitifymg that the student has pursued such a 
curriculum. 

(7) The accrediting of a curriculum in general engineering implies 
satisfactory training in engineering sciemes and in the basic 
subjects pertaining to several fields of engineering; it does not imply 
the accrediting, as separate curricula of those component portions 

gbf the curriculum such as civil, mechanical, or electrical engineering 
that, usually aie offered as complete professional cuniculn leading 
to decrees in these particular fields. 

(8) On July 24, 1940. Illinois Institute of T ethnology was formed 
by tint consolidation of Armom Institute of Technology and Lewis 
Institute. Curricula now listed under Illinois Institute of Tech- 
nology were listed under Armour Institute of Technology before 
October 24, 1940. 


Aeronautical University. The (Chicago, 111). — Ac-io 

nautical engineering drafting. 

Bliss Electrical School ( Washington, DC) -funda- 
mentals of iuduntrial electrical engineerin'.. 

Capitol liadio Euguuciiurj liisliiuU (Washington, 
D.G.). — -Residence courso in praol'cal i.'dm engineering, 
correspondence course in pruelh nl indio engineering. 

Franklin Technical Inslit uli (Bodon, M a -.s ).— industrial 
electricity. 

Wentworth Institute (Bosiou, Mass j - Machine con- 
struction and tool design etc am md Diesel engineering, 
architectural construction, eleciiicnl (minlt a Iron. 


APPENDIX T1 

List of University degrees which )• dl hr u cognised for 
admission to the examination [vide Rule lG(Ii) ] 
Cambridge . — Oi dinun degiee li \ m Engineerin'];, pio- 
vided the graduate has passed m 1 in pi'lncipal subjects, 
Engineering T, Engineer nig IL and Enginet ring 111. 

Glasgow. — -B.Rc m Nuvul Archi loci tiro (LEoiiuui'h or 

Ordinaiy degree). 

Durham.- — B.Sc. in Marine Engineci mg 

Aberdeen.— li. tic. in Engineering ( I lonmin or Ordinary 

degree). 

INotk- — T ho above degicos will be m copied only jf t.ikon 'ifloi 1 
three years’ study and the passing ot tin? ugulai examinations m 
the several Universities. The conditions as tu rinse yeais' study 
will not, however, apply to Indians who. having taaeii nn Indian 
degree which exempts them from part, of the Univeisity couise, 
shall have taken one of the above degrees in loss than three ycaib 
in accordance with the regulations of tho University concerned. 


APPENDIX in 

Standard and Syllabus of the Era munition (vide Huh, 17) 
The subjects of iho examination will Ik — 

1. (a) Compulsory — 

JVhiiks 


(1) English (including Essay and -Precis W riling) 100 

(2) General Knowledge ... 100 

(3) Applied Mechanics f including strong! h of 

Matorials and Thoory of Strur turns) . 200 

(4) Construction . . ... 200 


(1) Building materials. 

(ii) Design of structured. 

(lii) General principles governing tho design 
of railways, roads, harbours and other 
works . 


(6) 

Surveying .... 

100 

(0) 

Sanitary Engineering and Writer ^ 

imply . 100 

Gi- 

Viva voce 

300 


(6) Optional— 



Any two of the followin'; ,ubjo 

1- . - 

ll) 

Physios (including Electricity and 

Ml/gluH- 


ism) ..... 

JOO 

(2) 

Prime Movers . 

100 

(3) 

Hydraulics and Hydraulic mfti'I'Uiiofl . . 100 

W 

Electrioal Engineoring 

100 

(S) 

Architecture and Town Planning 

100 

2. 

A candidate must produce it 

certificate that hp hi 


undergone satisfactory training m Surveying, including 
practical Surveying, m a college or institution ) (.‘cognised 
by tho Commission lor Ihe putpose ot ’uIuiikmou to the 
competitive examination loi the Smnr Tho training 
must be equivalent to that given m the lull ionise for a 
degree or diploma m Civil Engineering flic certificate 
must be signed by the Ptinoipnl ol, or the head ol the 
department of Surveying in, the college oi institution. 

For this purpose the Commission will ordinarily accept 
a certificate from anv college or institution mentioned in 
rule Id of tho foregoing Rules or in Appendices T and TI, 
or from any college which is affiliated to .tin, Duivei-hify 
mentioned in the samp RuU and \|'pendie<s r ! he ('oin- 
miseion, however, reserve to themselves the power not to 
accept any certificate if they aie srttEfied that the practical 
training referred to therein falls aboil nf the requirements 
of the Seivico, and their decision in flu under will be 
final. 
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3. The standard and syllabus of the examination will ho 
such as the Commission shall prescribe and the Com- 
mission shall, if they think it desirable, determine ''hut 
shall be the qualifying mark in all or any of the subjects 
of the examination. If, owing to the large number ul 
candidates appearing, the Commission consider it imprac- 
ticable to examine all candidates in Viva Vocc , the Com- 
mission may, in their discretion, after the written marks 
have been compiled, summon for examination in Viva 1 ore 
only those candidates who have obtained in the written 
test the qualifying mark which may be prescribed by the 
Commission. No candidate will be cons’derecl to have 
qualified at the examination unloss he obtains at least - 

(1) 40 per cent, of the total marks for the compulsory 
subjects, excluding Viva Voce; and 

(2) 35 per cent, of the total marks for the Viva Voce 
test. 

4. From the marks assigned to candidates hi each 
subject such deduction will ho made as the Commission 
may consider necessary in order to secure that no credit 
is allowed for merely superficial knowledge. 

5. If a candidate’s handwriting is not easily legible, a 
deduction will be made on this account from the total 
marks otherwise accruing to him. 

6. Credit will be given for good English including 
•orderly, effective and exact expression combined with >ha> 
economv of words in all subjects of the examination and 
not only in subjects wh : ch are specially devoted lo 
English. 

7. Special attention will be paid in the Viva Tore test 
to assessing the candidate’s capacity for leadership, 
initiative and intellectual curiosity, tact and other social 
qualities, mental and physical energy, powers of practical 
application and integrity of character. 

APPENDIX IV 

Fees 

(Vide Rule 16) 

Candidates must pay the following fees: — 

A. — To the Federal Public Service Commission — 

A consolidated application and examination fee of 
Us. 82-8-0 (Bs. 20-10-0 in the case of candidates belonging 
to the Scheduled Castes) with the application. 

(A Treasury Beceipt or a crossed Indian Postal OiFr 
only for this amount will be accepted by the Commission. 
The Commission cannot accept the fee in cash or cheques.) 

Note.— The Commission may, at their discretion, relief 
the prescribed fee where they are satisfied that the appli- 
cant is a bona fide refugee and is not in a position to pay 
the prescribed fee. 

B. — To the General Manager of the Bailway concerned — 

Bs. 16 before examination hv a Medical Board (only for 
candidates being considered for appointment). 

No claim for a refund of these fees will ordinarily He 
entertained nor can they be held in reserve for any other 
examination or selection. 

A refund of Bs. 75 (Bs. 18-12-0 in the case of candidates 
belonging to the Scheduled Castes) will, however, he 
allowed to a candidate who has paid the consolidated foe 
of Bs. 82-8-0 (Bs. 20-10-0 in the case of candidates belong- 
ing to the Scheduled Castes) but who is not admitted to 
the examination by the Commission, 


APPENDIX V 

Particulars regarding the Indian Railway Service of 
Engineers 

(The arrangements and salaries hereinafter described arc 
subject to revision according to the requirements of the 

.Service,) 


1. Candidates selected lor appointment under rule 3(i) 
will be appointed as probatoinary officers tor a period 
of tluee yeais. They shat 1 undergo piuctical t taming for 
"die fiisf two years. Those iavomabiv lepoift’d on at the_ 
end of two years' training will be given chatge of u working 
post during the third yen’ of their probuiiouaiy period.. 
At the end of this ptiiod <hey will lie continued in the 
Judrin Bailway Service of Engineers, piovidel they have 
passed all the prescribed departmental examinations and 
are considered fit for ] ennaneul appointment. On con- 
firmation their agreement will be continued subject to their 
service being terminable on six months' notice on either 
side. 

2. Offioeis will be required lo pass a riding test within 
two years of the commencement ol tlio probationary term. 

o. Officers will be required to pass a language examina- 
tion iu Urdu or Hindi by the Lower Standard modified 
to suit the requirements oi the Bail" ays, before they can 
be. confirmed or granted any increment beyond the first, 
during the period of probation. Officers wdio <_• m read, 
"’rite and speak in Urdu or Hindi may he exempted by the 
General Manager from passing the language exami in. 

Failure to pass the examination wildih; the proba uy 

period involves liability to removal from service. 

4 Officers of the Indian Bailway Service of Engineers, 
leeruited under these legi.lal ions, will not be eufiUed tc 
pension on quitting tile service, but wll be eiig'bi . through- 
out their service for the hen 'fits of the State Bailway Pro- 
vident Fund, to which they will be required to subscr be, 
and by the rules of which Fund thev will be required te 
abide. 


5 Pay will eommenct from lhe date of joining service. 
Service or increments will also count fiom (he same date. 
Pariiculars as to pay are contained in para. 9 of this 
Appendix. 


Officers recruited under those regulations shall he 
o Lj i t foi leave in accordance with the rules for the timt 
being in force applicable to officers of State lUlwnys. 


. ’mcers will ordinarily he employed throughout then 
setuce on the Bailvov to which they may be posted on 
hist appointment and will have no claim, as n matter of 
right, to transfer to some other Bnilwav. But the Govern- 
ment of India reserve the r'ght to transfer such officers in 
the exigencies of service, to am* other Bail wav or project 
m or offi oi India. Officers wifi be liab’e to serve in "the 
Stores Department of the State Bailw-ys if and when 
called upon to do so. 


B. The relative seniority of officers appointed under ride 
3(i) will ordinal ilv be determined by their order < jrit 
in the competitive examination. The Govemn._,.„ of- 
Tnvlia, however, reserve the right of fixing seniority at their 
discretion in individual cas^s. Thev also reserve 'the right 
ot assigning to officers appointed under rules 3 (ii). (ifi) and 
(iv) positions in the seniority list at their discretion. 


9. The following are the rates of pax* "dmissihle to 
officers appointed in India to the Tnd’.vn II ■ diva y- Service 
ftf IbncineerR. 


Junior Stale:— Bs. 350— 350— 380— 380— 30— 590— 

E B.— 30— 770— 40— 850. 

mir 1 G> , nd , ‘--Bs. 609 (Isf to 6th veer) — 40 — 1,000 — 

1,000—1,050—1 ,050— 1, 100— 1 , 100—1 . 150 . 

Junior Vlministrative Grade: — Bs. 1,300 — 60 — 1,600. 
Senior Administrative Grade; — Under consideration 

Mote — P robationary offioeis will start on lhe minimum of the 
Junior stale and will count theii servile for increments from the 

date of ioining. 

10. The increments will he riven for apireved servici 
only, and in accordance with rules of the Deportment. 

11. Promotions lo the administrative nailo- are depen- 
dent on the o' - eurretiee of vacancies in lln sanctioned 
establishment and are made wholly bv selenium: mere 
seniority is considered to confer no claim for promotion 
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No. E48RR4, — The following rules for recruitment to 
the Signal Engineering JJepm (ment of the Superior 
Revenue Establishment of Stale Railways, me published 
Lor general information'—. 

RULES 

Taut I 

Mrlltodn of Jlt’ci mimi nt 

1 'l'hebe Rules may be called the Signal Engineering 
Department of the Supenoi Revenue Establishment of 
State Hallways Recruitment Rubs 

A. For the purposes of these Rules — 

^a) “Government 1 ' means the Government of Indie 

(h) “The CoinniiSHion” means the Fedeial Tublie Servicv 
Commission; 

(e) “High Commissioner” means the High Commis 
siorur toi India m lxtndon, 

(d) “The Service” means the Signal Engmeei nig 
Department of the Superioi Revenue Establishment ot 
btate Railways; 

(e) “Direct appointment" means appointment otherwise 
than on tile result of a competitive examination or by pro- 
motion oi transfer from unothoi Seivite. 

(f) “Scheduled Caste” means any ol the castes men- 
tioned in the Government of India (Scheduled Custer) 

ir, 1930, 

.. 'Piie Service shall be lccruvieu by the following 
methods: — * 

(i) By competitive examination held in India in accord- 
ance with Part II of these Rules, 

(ij) By promotion of speeiallv qualified officers of the 
Hovei (laze Lied Service and suboHlinatos of the Signal 
Engineering Department. 

(iji) By occasional admission of other qualified person - 
appointed h\ tile Govctiimod on lh< ltcomnn ndations of 
the Commission. 

4. Subject to the ptovimons of rule 3, Government shall 
determine the method or methods to h° employed tor the 
purpose of filling any particular vacancies, or such vacan 
(ics as as may mpiiie to In tilhd during any particoliu 
period, and the number of candidate? to be recruited L>} 
each method. 

5. Appointments to the Service which is made otherwise 
than by promotion will be governed bv the principles laid 
down m the Governmoni of Judin, Mnusiiv of Home 
Affairs’ Resolution No. 10/10/47 -Ests. (R), dated the ‘21st 
August 3 947 (regarding communal representation m the 
Central Services), and the sup plementary instructions 
issued in connection thorewith. 

Part IJ 

Recruitment by Compehltvt Elimination 

G. A competitive examination for admission to the Ser 
vice shall be held in India at such times and places a-- 
Government may prescribe by liotu e i-xueil thiougb the 
mission Every such notice will, when possible, 
... m „unec the number of vacancies to be filled on tin- 
result ot the examination 

7 If the examination held under this part of tnesr 
Rulos is a combined examination for ihe purpose of making 
appointments, to mote than one Service or Depariment 
the following provisions shall apply: — 

(i) Any person may apply to be admitted as a candidate 
for appointment in all or any of these Bervicos or Depart- 
ment for which he is eligible If he wishes to compete f or 
appointment m more than one senna or Department , lie 
shall state on bis application form which Services or 
Departments he wishes to compete for and the order 
of his preference between them and m such i ase onl\ one 
application form will be necessary and one payment of 
the fees referred to in rule 16 (and Appendix TV) will be 
sufficient. 

(ii) Government shall assign sureassful candidates in 
each Ren ic e or Depariment on a eonsidci ution of nil oir 
eumstances including any personal preference expressed 
by the candidate 

8 The maximum number of candidates to h° admitted 
to nnv examination max’ in tile discretion of Government 
be limited to slab mimbu not being less thrill 200 as 
(lovornnionl may iln-idi 1 i a limit is imnosed and ihe 
uumbei oi e.indirbitf s ox< i mis that Imut, tile Coirinnis-imi 
shall select from the applicants those who shall be admitted 


to the examination, and ill doing so shall have legal d to 
the suitability of the applicants and to the adequate le- 
piesentdtjoi] of the vuuous communities and piov luces ot 

India. 

9 (i) A candidate) who is in peimanoiil oj temporary 
Govornmeiii service shall apply to the ( ommission for 
admission to the examination thiougb the Head of his 
Depdtlmeul, who shall harvard his application to the 
( ommission unless he iclusis his eon-out to the applica- 
tion. 

(n) A candidate who is not in Government service shall 
submit his application direct to the Secretary, Federal 
I’ublie Service Commission. 

(in) No candidnte may make more than one application 
m respect of any one occasion on which an examination ia 
held. 

10. A candidate must be either — - 

(a) a national of the Indian Dominion by birth or by 
domicile, or 

(b) a rulei or u citizen of an Indian State which has 
acceded to the Dominion of India, or 

(c) a person of Indian descent, or a ruler or a citizen 
of an Indian State which has not acceded to the Dominion 
of India, or a citizen of the Pakistan Dominion or of any 
other territory adjacent to India, in whose favour a decla- 
ration of eligibility has been issued by the Government of 
ihe Dominion of India 

iSoTE — A modulate who was domiulid in Pakistan ureas but 
who has mi^intod ot mu v uiigiatci train melt tut at before (be 38th 
Siqilombci, 1948. with the intuition of pea muii-enHy settling down 
in India will l)o tioutrd .ns u poison domiciled m India and no declara- 
tion of eligibility for appointment to the R/iviro midei the Indian 
Dominion in iesput ot such u jieison will he necesflaiy 

II A candidate must have attained the age of 21 and 
must not have attained the age of 25 on fhe date prescribed 
tor tliis purpose in the notice issued by the Commission 
midei rule G \ (undulate b. longing to i Scheduled Caste 
/mist have attained Ihe age of 21 and must not have 
attained (be age ol 28 on Ihe pit si i died dale Candidates 
already in flail way Service, who are over fhe age of 2f> 
and under the age ot 30 (in Die case of a Scheduled Caste- 
candidate who is under the age of 33), on the date pre- 
scribed for thi<- purpose in the notice issued by the Com- 
mission under rule 6, may, however, be admitted to the 
examination if tliev hold a substantively jiermaneni 
appointment and are recommended by their Department or 
Office 


12 A candidate must satisfy Die Commission that hi 1 
ehn racier is such nb to make him suilnbla for appointment 
(o the Bervico/Departinenl 

13 A (Undulate inuM have-- 

fi) passed sections A and B of the Associate Member- 
'hip Examination of the Institution of Engineers (India) 
ur have any oilier educational qualifications recognised by 
that instil ution ns exempting from passing these sections, 
vide Appendix I; or 

(ii) oblainod an engineering degree ot one of the univer 
sitias mentioned in Apriendix II under Die conditions pre 
'fribed in that appendix, or 

Cni) passed the Assooiateship Examination ot the Citv 
and Guilds Institute (Imperial College of Science and 
Technology, South Kensington) in Civil Engineering; or 

fix-] passed the Associate Examination from the Bengal 
Engineering College m Mechanical Engineering; or 

(v) hove obtained the B.Sc. degree in Engineering of 
Aligarh Muslim University; or 

(vi) obta'ind Die AH-Tndin Diploma in Electrical 
Engineering of the Delhi Polytechnic: 

Provided that m ex eptional i ases the Commission may 
on the id omnit ndation of the Central Government or a 
Provincial Government treat as a qualified candidate, a 


* T he submifwion of applications by person in Government ‘tervire 
is further ROvemed by the Government Servants’ Application for 
„ , (Central Sm-vinos) , r , T , , _ 

Posts — ; — . Rules [published with the Government of 

(Railway Services' 

_ , Rome Department „ , . „ 

mil a, — — : ; — — — ; s ,v Notification 


Railway Depariment (Railwftv Roard) 

as amended from 


No FI 89/4',1-East, , 8th December 1043 

vJTW4-K7lCl 22nd "January 1 hUi 

lime to time], Hnrl the corresponding rides made by piovincisl 
Gov-emmenls, 
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candidate who, though he has not all or any of the quali- 
fications prescribed in this rule, has passed examinations 
conducted by other institutions of a standard which in the 
opinion of the Commission justifies his admission to the 
examination. 

14. No candidate shall be admitted to the Examination 
unless he holds a certificate of admission from the Com- 
mission. 

The decision of the Commission as to the eligibility or 
otherwise of a candidate for admission to the examination 
shall be final. 

ItS. No recommendations except those invited in the 
form of application shall be taken into consideration. Any 
attempt on the part of a cand date to obtain support for 
his candidature by othor means may disqualify him for 
admission. 

10. Candidates must pay such examination fees as Gov- 
ernment may prescribe (see Appendix IV). No claim for a 
refund of any of these fees will ordinarily be entertained, 
nor can they be held in reserve for any other examination 
or selection. 

17. Examinations under these Rules shall b< eon due tod 
by the Commission in the manner prescribed in the regu'n- 
tions which form Appendix IJI to these Rules. 

IS. (i) After every examination the Commission shall 
make a list of the candidates in order of their merit as 
disclosed by the aggregate marks finally awarded to each 
candidate, and in that order so many candidates up to the 
number of unreserved vacancies announced under rule 
0 above, as are found by the Commission to be qualified 
by the examination and are considered by Government 
or the appointing authority, ns the caso may he, to be 
suitable in all other respects, shall be appointed. 

(ii) For the purpose of rule 5 of these rules, appoint - 
ments to vacancies to bo filled by members of n particular 
community or communities shall be made by Government 
or the appointing authoritv as the case may bo, in the 
order of merit of the candidates belonging to the particular 
community or communities, provided they have qualified 
in the examination and are in all respects suitable for 
employment in these services. 

19. A candidate must be in good mental and bodily 
health and free from any physical defect likely to inter- 
fere with the discharge of his duties os an officer of the 
Service A candidate who (after such physical examina- 
tion as Government or the appointing authority, as the 
case may be, may prescribe) is found not to -<atiflfy those 
requiri ments will not ho appointed. Only candidates who 
are lilmly to be considered for appointment will be physi- 
cally examined.* 

20. (a) Appointments shall be made on probation for 1 
period of two years. 

(b) If, in the opinion of Government, the woilt or con- 
duct of an officer on probation is unsatisfactory, or shows 
that he is unlikely to hecoma efficient, Government mnv 
discharge him forthwith. 

fc) On the conclusion of hm period of probat 'on, Govern- 
ment may confirm the officer in his appointment, or, if his 
work or conduct has in the opinion of Government been 
unsatisfactory, Government may either discharge him from 
the Service or mav extond his period of probation for such 
further period as Government may think fit 

(d) If no action is taken bv Government under sub-ride 
(b) or (c) of this rule the period after the prescribed 
period of probation shall be treated as an engagement from 
month to month, lerminable on allhe*- side on the expira- 
tion of one calendar month's notice : n writing 

fc) If the power to make appointments in the Service 
Is delegated bv Government to any officer, that officer mav 
exercise any of the powers of Government under this rule 

(f) Particulars ns to pav and general eondRions of ser- 
vice prescribed for probationers in the Signal Engineering 
Department of the Superior Revenue Establishment of 
State Railwava will be found in Appendix V 

* In order to prevent, disappointment candidates are advised to 
have themselves examined hy a Government mediral officer of the 
standing of a Civil Burgeon, before applying for admission to the 
examination. Particulars of the nature of the physical test to which 
candidates will he submitted before appointment and of t,ho standard 
required nan be had from the Commission. 


APPENDIX I 


List of Examinations reoogmsed by the Institution of 
Engineers (India) as exempting from Sections “A” and 
“B” of the Associate Membership Examination [vide 
Rule 18 (i)l. 

Institution of Civil Sections A and B of the Associate Mom- 
Engineers, London. bership Examination. 

Institute of Mechanical Beotlons A and B of tho Associate Mem- 
Engineers, London, bership Examination. 

Institution of Eleotrloal The Associate Membership Examination. 
Engineers, London, 

Oxford . . B.A. with Honours in Engineering Science 


Cambridge . 

St, Andrews 
Glasgow 
Edinburgh . 
Dublin 

McGill University 
(Montreal). 


Durham 


London 


Victoria Univeisity 
(Manchester). 


Birmingham 


Liverpool . 


Final Honours School, 

B.A. (Honours) Meohanioal Sciences, Tripos. 

B.So, in Engineering. 

B.So. in Engineering. 

B. So. in Engineering. 

B. A. I. (Ordinary, or with Honours in 
Engineering). 

B.So. in “Civil” or “Meohanioal” or "Eleo- 
trioal” or “Metallurgical” or “Mining” 
Engineering (Honours or Ordinary 
Degree). 

B.So. in “Civil" or “Meohanioal” or 
“Electrical” Engineering, or in "Naval 
Architecture" (Honours or Ordinary 
Degree). 

B.So. (External and Internal Degree) in 
Engineering [not including the B.So. in 
Engineering (Metallurgy) ] (Honor— 
Ordinary Degree). 

B.So. (Internal) in Engineering (MmlUg) 
[obtained in or after 1920]. 

B.So. (External) in Engineering (Mining) 
[Hons. Degree obtained in or afterlOSfl]. 

B.So. Teoh. (Ordinary Course Division I 
in Electrical Engineering. 

B.So. Tech. (Ordinary Course Division II) 
In Electrical Engineering. 

B. 8o. Teoh. (Higher Course Honours Divi- 
sion Ordinary Course, Division I) in 
Municipal Engineering. 

B.So. Tech. (Ordinary Com'se Division I) 
In Mechanical Engineering. 

B.So. in Engineering (Honours Degree 
or Ordinary Degree from 1925 onwards), 

B.So. Teoh. in "Mechanical” or "Eleotn- 
oal” Engineering. (Honours Division 
In tho Final Examination). 

B.So. in “Civil” or “Meohanioal” or “Elec- 
trioal” Engineering (Honours or 
Ordinary Degree). 

B. Eng, in “Civil” or “Meohanioal” or 
"Marine” or “Eleotrloal” Engineering 
or "Naval Architecture” (Honours or 


Leeds 

Ordinary Degree). 

B.So. in “Civil* ’ or "Moohanioal” or 

“Elootrioal" Engineering (Honours or 
Ordinary Degree). 

B. Eng. in “Civil” or “Meohanlcal” or 
“Electrioal" Engineering (Honours 

Degree or Ordinary Degree with a First 
Class in the final Examination will not 
be required in the oases of degrees ob- 
tained in or after June 1930). B.E. (Met.) 
Hons. only. 

B.So. in “Civil” or “Meohanioal” or 
“Eleotrioal” Engineering (Honours 

or Ordinary Degree.) _ 

B.So. in 'Civil” or “Meohanioal’ 
“Eleotrioal ” Engineering. 

Sheffield , 

Bristol . . . 

Walos 

National University of 

B.E. 

Ireland. 

Qu©«n*ei University 

B.So. in Engineering. 

(Belfast). 

Sydney 

B.E. in “Civil” or in “Meohanioal and 
“Eleotrioal" Engineering. 

Melbourne , 

B.C.E., B. Meoh. E., or B.E.E. 

New Zealand 

B.E, in "Civil” or “Meohanioal” or 

“Eleotrioal” Engineering. 

Adelaid . 

B.E. in "Civil”, “Meohanioal” or “Electri- 
cal” Engineering. 

Queensland. 

B.E. in “Civil or in "Meohanioal” and 

"Eleotrioal” Engineering, 

Western Australia 

B.E. 

South Afrioa 

B.So. in Engineering (until 1921). 

Cape Town 

B.So. in Engineering. 

B.So. in "Civil” or “Meohanioal” and 

“Eleotrioal” Engineering. 

Witwatersrand 

Calcutta 

B.E. Examination in Civil or Meohanioal 
or Electrical Engineering. B(M it.) itBE 
(Met.) 

Bombay 

B.E. Examination. 

Madras 

B.E. Examination. 

Bonareg Hindu University B.So* Examination m Engineering. 

B.So. (Mining). 

Patna 

B.Sn in Engineering 

Rangoon 

B.So. in Engineering. 

Mysore 

B.E. in Civil. Meohanioal or Electrical 
Engineering. 

Punjab 

B.So. In Engineering. 

Osmania University 

B.E. 

(Hyderabad). 

Travanoore University 

B.So. (Eng.) depfre®. 
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Rant Punjab Engineering B-So, (Kngg.). bo long aa tho oollege is 
College, Roorkoe. allowed to utilize all the equipments and 

the laboratories of the Thomaaon Civil 
Engineering College, Roorkoe. 

Diploma in Engineering — , 

City and Guilds (Engineering) College, Kensington. 
University Golloge, London. 

King’s College, London. 

City and Guilds ot London Institute, Technical College, 
Finsbury, Diploma or Higher Certificate (three years' 
course) it taken by matriculated titudentb or Students who 
have passed the Institution Studentship Examination or 
its recognised equivalent. 

Royal Technical College, Glasgow, Pinal Diploma 
Examination in Mechanical or Electncal Engineering 
provided an approved Matriculation Examination has been 
passed beforo beginning the course 

Thomason Civil Engineering Oolloge, Roorkoe.- — -Diploma 
in Civil Engineering (formerly Assistant Engineer's certi- 
ficate) . 

Indian Institute of Science, Bangalore.- — -Diploma in 
Electrical Technology, or in Electrical Communication 
Engineering. 

Manchester.— Certificate in Technology, Mechanical or 
setrical Engineering, 

Punjab College of Engineering and Technology (formerly 
Maclagan Engineering College), Moghalpura.— “A.” Class 
Diploma in tho first division (05. per cent, or more marks) 
and in the Honours Division (80 per ceBt. or more marks) 
in (i) Mechanical Engineering, and (ii) Electrical Engi- 
neering from 1935. 

College of Engineering and Technology, Jadavpux, 

Bengal.— Diploma in Mechanical Engineering and Electri- 
cal Engineering from ]041 onwards, provided that candi- 
dates have passed Inter. Examination in Scionce of o 
recognisod University with Physics, Chemistry and 
Mathematics. 

College of Engineering and Technology, Jadavpur, 

Bengal. — Diploma in Chemical Engineering from 1941 
onwards, provided the candidates have passed the Inter. 
Examination in Science of a recognised University with 
Physics, Chemistry and Mathomatica. 

Degree Course (without regard to whether tho candidate 
has passed the Intermediate Examination or not) or the 
Special Degree Examination. 

Diploma of the Earaday House, London, as obtained by 
actually passing the examination of the Faraday House 
College of Engineering anil Technology, Bengal.— 

A pass m Degree Course (without regard to whether Uio 
candidate has passed the Intermediate Examination or 
not). 

4 pass in the Special Degree Examination. 

The Engineer Officers’ Supplementary Engineciing 
Course. 

ho Delhi Polytechnic and the All India Diploma in 
meenng when passed after completing the course of 
study. 

Heriot Watt College, Edinburgh. — -Assooiateship in 
Electrical Engineering. 

Naval Officers '. — - 

Examination which qualifies us Lieutenant (K.). 

Royal Naval Oollege, Greenwich: — 

Professional Certificate for Constructors 

List of Diplomas or Degrees of American Engineering 
Institutions the Curricula of which have accredited by 
the E-C.P.D. and holders of which have taken a full four 
years course of studies in such institutions and have had 
at least four years experience in practical Engineering and 
which have been exempted from Sections A and B of the 
Associate Membership examination of the Institution of 
Engineers (India)*. 

Akron , University of. — -Electrical- 5 , mechanical (indus- 
trial and aeronautical options) 3 . 

Alabama Polytechnic Institute. — Civil, eloctricai. mecha- 
nical , 

Alabama. University of —Aeronautical, civil, electrical, 
industrial, mechanical, mining. 

Alaska, University of.— 1 Civil, mining (including metal- 
lurgical and geological options). 


Arizona, University of— Civil, electrical, mechanical, 
mining. 

Arkansas, University of.— Civil, electrical, mechanical. 

Brooklyn , Polytechnic Institute of. — Chemical (day and 
8-years evening), civil 1 , electrical 1 , mechanical 1 . 

Brown University.— Civil, electrical, mechanical. 

Buchnell University. — Chemical, civil, electrical, mecha- 
nical. 

California Institute of Technology . — Aeronautical (5 and 
6-year courses), chemical (5-year course), civil, electrical, 
mechanical. 

California, University o/.— Civil, oleotrical, mechanical, 
metallurgical (metallurgy), mining, petroleum. 

Carnegie Institute of Technology. — Chemical 1 , civil 1 , 
electrical 1 , 4 industrial (management 1 , 4 ) mechanical 1 , 4 , 
metallurgical 1 , 4 . 

Case Institute of Technology .—Chemical, civil, electri- 
cal, mechanical, metallurgical. 

Catholic University of America. — Aeronautical, arohi- 
techtural, civil, electrical, mechanical. 

Cincinnati , University of. — -Aeronautical 3 , chemical 3 , 

civil 3 , electrical 5 , mechanical 5 . 

Citadel, The. — Civil. 

Clarkson College of Technology—' Chemical, civil, electri- 
cal, mechanical. 

Olemson Agricultural College. — Civil, electrical, mecha- 
nical. 

Colorado School of Mines. — Geological, metallurgical, 
mining, petroleum. 

Colorado State College. — Civil, electrical, mechanical. 

Colorado, University of. — Architectural, civil, electrical 
mechanical (includes aeronautical option). 

Columbia University. — Chemical 2 , civil 2 , electrical 3 , 
industrial 2 , mechanical 2 , metallurgical 2 , mining 2 , 

Connecticut, University of. — Civil, electrical, mechanical 

Cooper Union School of Engineering, — Chemical 6 , civil 5 , 
eloctricai 5 , mechanical 5 . 

Cornell University. — .Ghejmical, civil, electrical, indus- 
trial (administrative), mechanical. 

Dartmouth College. — Civil. 

Delaware, University of. — Chemical, civil, electrical, 
mechanical. 

Denver, University of— Electrical. 

Detroit, University of —Aeronautical 4 , architectural 4 , 
chemical 4 , civil 4 , electrical 4 , mechanical 4 . 

Drexel Institute of Technology,- — Chemical 4 , civil 4 
electrical 4 , mechanical 4 . 

Duke University. — Civil, electrical, mechanical. 

Florida, University of .- — Chemical, civil, electrical 
industrial, mechanical. 

George Washington University . — Civil, electrical 

mechanical. 

Georgia School of Technology.- — Aeronautical, ceramic 4 
chemical (including co-operative curriculum) 4 , civil 1 
electrical 4 , mechanical 4 . 

Harvard University 5 . — .Civil, communication, clectricf 
industrial (engineering and business administration 
mechanical, metallurgical (physical metallurgy), sanitary. 

Idaho, University of. — -Civil, electrical, mechanica 
metallurgical (metallurgy), mining (includes geographic! 
option). 

Illinois Institute of Technology ( Armour College 
Engineering) 8 ■ — Chemical, civil, electrical, mechanical. 

Illinois, University of. — Architectural, ceramic (techi 
cal option), chemical, civil, railway civil, electrical, railwi 
electrical, general 7 , mechanical, railway mechanic/} 
metallurgical, mining, 

Iowa State College.— Agricultural, architectural, cer 
mio, chemical, civil, electrical general 7 , mechanical. 

Iowa , State University of-— Chemical, civil, electric, 
mechanical, 

Johns Hopkins U niversity, — Chemical, civil, electric 
mechanical. 

Kansas State College.— .Agricultural, architectural, ch 
electrical, mechanical. 
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Kansas, University of. — Architectural, civil, electrical, 
mechanical, mining. 

Kentucky, University of.- — Civil, electrical, mechanical, 
metallurgical, mining, 

Lafayette College.— Civil, electrical, industrial (adminis- 
trative), mechanical, metallurgical, mining 

Lehigh University. — Chemical, civil, electrical, indus- 
trial, mechanical, metallurgical, mining, 

Lotusiana State University — 'Chemical, civil, electrical, 
mechanical petroleum. 

Louisville , University of. — -Chemical 4 , civil 4 , electrical'’ 
mechanic ul 4 . 

Maine, University of — Civil, electrical, general 7 , mecha- 
nical 

Manhattan College. — Civil, electrical. 

Marquette University. — Civil 5 , electrical 5 , mechanical 5 
Maryland, University of. — Chemical, civil, electrical, 
mechanical. 

Massachusetts Institute of Technology. — Aeronautical, 
building and construction, chemical, civil (includes option 
in sanitaiy engineering), electrical 4 , general 7 , industrial 
(business and engineering administration), mechanical 4 
metallurgical (metallurgy), naval architecture and marine 
engineering (including marine transportation). 

Michigan College of Mining and Technology .- -Chomion], 
civil, electrical, mechanical, metallurgical, raining, 

Michigan State College. — Civil, electrical, mechanical. 
Michigan University of. — Aeronautical, chemical, civil, 
electrical engineering mechanics, mechanical, metallurgi- 
cal, naval architecture and marine engineering, transporta- 
tion. 

Minnesota, University of. — Aeronautical, chemical, 
civil, electrical, mechanical, metallurgical, mining, 
petroleum. 

Mississippi State College — Civil, electrical, mechanical. 
Missouri School of Mines and Metallurgy . — Ceramic, 
civil, electrical, metallurgical, raining (mine) (including 
petroleum option). 

Missouri, University of.— Chemical, civil, electrical, 
mechanical. 

Montana School of Mines. — Geological, metallurgical, 
mining. 

Montana State College. — Civil, eloctrical, mechanical. 
Nebraska, University of — Agricultural, architectural, 
civil, olectrical, mechanical. 

Navada University of. — Electrical, mechanical, mining. 
New Hampshire, University of.- — Civil, eloctrical, 
mechanical. 

New Mexico College of Agricultural and Mechanical 
Arts. — Civil, electrical, mechanical 
New Mexico Sohonl of Mines. —Geological, mining, 
petroleum. 

New Mexico, University of. — Civil, electrical, mecha- 
nical . 

New York, College of the City of.— Civil 1 , electrical 1 , 
mechanical 1 . 

New York State College of Ceramics (at Alfred Univer- 
ity). — Ceramic. 

New York University.— Aeronautical, chemical (day and 
-year evening), civil, electrical 1 , industrial (administia- 
ive), mechanical 1 . 

Newark College of Engineering. — Civil 4 , electrical 4 . 
mechanical 4 . 

North Carolina State College.- — Ceramic, civil, electrical, 
lechanieal. 

North Dakota Agricultural College.— Architectural, 

echanioal. 

North Dakota University of. — Civil, electrical, mccha- 
cal, mining. 

North Eastern University.— Chemical 5 , civil 5 , electrical 5 
dustrial 5 , mechanical 3 . 

Northwestern University.— .Chemical, civil, electrical, 
^chanical. 

Norwich University.— Civil, electrical. 

Notre Dame, University of.— Aeronautical, civil, elec- 
col, mechanical, metallurgical (metallurgy) 
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Ohio State University. — Ceramic, chemical, civil, elec- 
trical, industrial, mechanical, metallurgical, mining 
(mine). 

Oklahoma Agricultural and Mechanical College. — -Civil, 
olectrical, industrial, mechanical. 

Oklahoma, University of.- — Architectural, chemical, 
mil, electrical, mechanical, petroleum. 

Oregon State College. — -Chemical, civil, electrical, 
mechanical. 

Pennsylvania State College. — Architectural, ceramic 
(ceramics), chemical, civil, electrical, fuel technology, 
industrial, mechanical, metallurgical (metallurgy), mining 
petroleum and natural gus, sanitary 

Pennsylvania, University of- — Chemical, civil, electrical, 
mechanical. 

Pittsburgh , University of.— Chemical 4 , civil 4 , electrical 4 , 
industrial 4 , mechanical, metallurgical 4 , mining 4 , petroleum. 

Pmtl Institute — Electrical, mechanical. 

Princeton University — Chemical, civil, olectrical, 
mechanical. 

Purtlui University. — Aoionautie/d, chemical, civil, elec- 
trical. mechanical, metallurgical. 

Rensselaer Polytechnic Institute. — -Aeronautical, che 
cal, civil, electrical, industrial, mechanical, metallurgy 

Rhode Island State College. — -Civil, eloctrical, mechani- 
cal. 

Rive Institute. — Chemical, civil, electrical, mechanical. 

Rochester, University of — Chemical, mechanical. 

Rose Polytechnic Institute. — Civil, electrical, mecharu 

cal. 

Rutgers University . — Civil, electrical, mechanical, sani- 
tary. 

Santa Clara, University of. — Civil, electrical, mecha- 
nical. 

South Carolina, University of — Civil, electrical. 

South Dakota State College. — Civil, electrical, mecha- 
nical. 

South Dakota Stale School of Mines. — Civil, olectrical, 
general 7 , metallurgical, mining 

Southern California, University of. — Civil, olectrical, 
mechanical , petroleum. 

Southern Methodist University. — Civil 4 , electrical 4 , 

mechanical 4 . 

Stanford University. — Civil, electrical. mechanical, 

metallurgical, mining, petroleum. 

Stereos Institute of Technology. — General 7 . 

Bwarthmore College. — Civil, electrical, mechanical. 

Syracuse University .—Chemical, civil, electrical, indus- 
trial (administrative), mechanical. 

Tennessee , University of. — Chemical, civil, electrical, 

mechanical. 

Texas, Agricultural and Mechanical College of.- — Aero- 
nautical, chemical, civil, electrical, mochanical, petroleum 
(4-atid 5-years courses). 

Texas College of Mines and Metallurgy . — Mining 
(mining option, mining geology, metallurgy option) 

Texas Technological College — Civil, olectrical, mecha- 
nical 

Texas, University of. — -Architectural, chemical, civil, 
electrical, mechanical, petroleum (petroleum production). 

Toledo, University of. — General 4 . 

Tufts College. — Civil, electrical, mechanical. 

Tulane University of Louisiana. — Civil, electrical, mecha- 
nical. 

Tulsa, University of .- — Petroleum (including option in 
refining and production) 4 . 

Union College.— Civil, electrical 

United States Coast Guard Academy.— General 7 . 

Utah State Agricultural College.— Civil. 

Utah, University of.— Civil, electrical, mechanical, 
metallurgical, mining. 

Vanderbilt University. — Civil, electrical, mechanical. 

Vermont, University of — .Civil, olectrical, mechanical. 

Villanova College.— Civil, electrical, mechanical. 

Virginia Military Institute. —Civil, electrical. 
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Virginia Polytechnic Institute. — On nitric, chemical, civil, 
electrical, industrial, mechanical. 

Virginia , University of — Ohenucal, civil, electiiciri, 

mechanical. 

Washington, , State Colleqo of — Architectural, ei\ij, elec 
tiiaal, mechanical (basic option), melullurgicn], mining 

Washington University. Arehiti ctuml, civil, eluliitnl 
industrial, (administrative), mechanical 

Washington, University of. — Aeronautical, rernmii , 
chotnioal, civil, electric a; mechanic ul. meiallmgicnl, 
mining. 

Wayne University —Civil, elect t ic ul, mechanical 

Webb Institute of Naval Arcbilrctuu — Naval an lutee- 
ture and mnrine engineering 

West Virginia University —Civil, pleetiieiil, mechanic ri 
mining 

Wisronvin, University of. — Chernieal civil, electucftl, 
mochnnical, metallurgical, mining. 

Worcester , Polytei lime Institute -Chemical, civil, 

electrical, mechanical 

Wyoming , University of. — Civil, eleeli ic al, mc'chnniciU 

V/,7 e U n i ver.sil y . — Chemical, civil, electrical, meehiinieal, 
m lurgical, (metallurgy). 

’ 1 

Explanatory Notes 

*With the exception of tho chemical migmeanng inmnila thin 
nit is corrected to October 24, 1947, and 19 subject to continual 
revision, It applies only to (.auricula whi'li have been inspected by 
the committee on engnieeimg schools, w Lot he i conducted on the 
usual plan of operation or on the ttccclocatcd plan Al the tequo-t 
ot tho council of tho American Institute of Chemical Engnteeis, 
due to the effects of the wai upon education m chemical engineering, 
all accuditing of chernim. engnieeimg cnmcula. eulsed with the 
1043 list Until such time as reasonably normal education d 
activities in the chemical engineering fields have been icmimed ami 
re-omramations made, no current list for inis division of engineering 
will be published. 

(1) Accrediting applies to tin day and evening cuineula 

(2) Accrediting applies to the 4-yern and 6-venr cm nulla ten ling 
to thfe bachelor of scioute degree 

(3) Accioditing applies to the co-operative cuinculum only. 

(4) Accrediting applies to both tile co-opeiative end lognlar 
cniriCula. 

(5) Acceditmg applies to day and to 6-yeai evening cuiiieuln in 
the Coopor Union School of Engineering re submit Led to ECVD 

(6) Accrediting applios only to curriculum as submitted to E(TI) 
and Upon completion of which a certificate is issued by Harvard 
Umveisity ccitifymg that the student has pin sued such a 
c uiriculuin, 

(7) The accrediting ot a curriculum in general engineering implies 
satisfactory tiaimng in engineering sciences and in the bass 
subjects peitammg to several fields of engineering ; it does not imply 
the accieditmg, as soparate cunmiJa, of those component poitions 
of the curriculum such as civil, mechanical, or tlerLncrl etigaieei ing 
that usually nro olleied as complete professional curricula leading 
to degrees m these paillculur fieldb 

(8) On July 24, 1940, Illinois Institute of Technology was formed 

by , consolidation of Armour Institute of Technology and Lewis 
Ins ). Curricula now hated under Illinois Institute <>1 Tech, 

noiogy were listed under Armour Institute of Technology before 
October 24, 1940, 


LIST OFi ACCREDITED CURRICULA OF TECHNICAL 
INSTITUTE TYPE 

Academy of Aeronautics (EaG-uardia Field, N. 1 ) — 
Aii'craft design and construction (resident full-time pro- 
grams and resident, part-time evening programs), aneratl 
mechanics and maintenance (resident lull-time programs 
and resident part-time evening programs) 

Aeronautical Institute (Hawthorne, Calif ) — Electtical 
engineering. 

Aeronautical University , The (Chicago, TT T ) — -Aeio- 
nautical engineering drafting. 

Jitiss Electrical School (Washington, J) C' ) Kundu- 
molitals ot industrial electrical eiigineering 

Capitol Radio Engineering Institute (Washington, 
D.C.). — Residence course in piaotieal radio engmeeiing, 
correspondence course in practical radio engnieeimg. 

Franklin Technical Institute (Boston, Muss ) — Indusliid 
clef tricity. 

Wentworth Institute (Boston, Mass). — Machine con- 
striiction and tool design, steam and Diesel engineering, 
architectural construction, electrical construction 


APPENDIX IT 

hist of l uiversity degrtc., whuli will he lecogmsed for 
admission to the examination [vide Rule B)(n)| 

Cambridge — Ordinary degree B A , m Engineering, pro- 
vided ( lie giuduate has passed m the principal subjects, 
Engineo mg I, Engineer mg II and Engmeeiing III 

(Hangout — B.Si m Nuvul Aiehitecluie (Honoms m 

Oidinmy degjee) 

Duihum. — B Se iti Alntine Eugin icring 

Abeidicn — II Me. ui Engineering (Honouts m Oidmavy 
degieej 

No l a — 'I lie ubovfi digues will be ,u c^pterl only if tat on after 
tbroi veaid’ Htudy and t lie passing ol the regular e\omu ntions iti 
H ie sivuai Universities Tlie conditions a° to three years’ suidy 
mil not, hcwcvei, apply to Indians who, Having taken an Indian 
di giro wliuh exempts tluru fioin pait of the Umveisity couisu, 
shall have taken one ot the above uegn.es in loss than tin lo years 
in Kioidnruo with Hie ) i gulfttions of the University concerned 


APPENDIX I IT 

Standard and Syllabus of the Examination (vide Hide 17) 
The sub | eels of the examination will be — 

1 (a) Compulsory — 

(1) English (including Essay arid Precis Writing) 

(2) General Knowledge 

(3) Elootxical Engineering 

(4) Electrical (Jommunieation Engineering 

(fl) Mechanical Engineering 
(fi) IT l a rrxye . 

(b) Optional— 

Any (wo of I’ o following subjects — 

(I) Construction — 

(i) Ruilding Mat dials .... I 
(u) Design of structiues . . . | 


(in) General prininples governing the design y 100 

of liuihvuy Roads, Harbours ond other | 
works J 

(.2) Surveying 100 

(3) Applied Mechanics (including strength of 

materials and Theory of structures) , 10 0 

(4) Applied Mathematics . . 100 


2 A candidate who takes Suivoying as an optional 
Mib|ect nu is I produce a eeitificate that he hut, undergone 
sntisluelory 1 ruining m Surveying including practical 
Surveying m a (ollege oi lubtirution recognised by the 
Commission lot the pinposc of admission lo tho competi- 
tive examination loi the Service The tinmmg must be 
equivalent lo that given in tho lull course for u degree or 
diploma in Civil Engineering The certificate must be 
signed by ihe Priru ipal ol, or the head of the department 
ol Surveying m the < oliegc or institution 

Kor this pm pose the Commission will ordinarily accept 
n certificate from any college or institution mentioned in 
i die lb of the foiegomg Rules or in Appendices I and II, 
or fiom any college which is affiliated to any University 
mentioned in the same Rule and Appendices The Com- 
mission, however, reserve to themselves, (lie power not to 
accept any certificate il thov are satisfied Unit the practical 
1 1 m ■ 1 1 t 1 1 <> lefeued (o Ihetem tails short ol the requirements 
of the Service, and their decision m the mutter wrill he 
final. 

(I. The standard and syllabus ot the examination will bo 
such as the F P. H Commission shall prescribe and ihe 
Commission shall, if lliev think it desirable, determine 
what shall lie the qualifying mark in nil or any of the 
subjects of the examination 

II owing lo the large number of candidates appearing, 
the Commission i onsider il impracticable to examine all 
< undulates in viva wee, the Commission may, in their 
dia< ration, utter Ihe vvriUen marks have been compiled, 
summon tor examination in viva voce only those candidates 
wdio have obtained in tho written test the qualifying mark 
which may be prescribed bv the Commission, No candi- 
date will be considered hi have qualified at the examination 
unless he obtains at least: 

(!) 40 per cent of the total marks for the compulsory 
subjects, excluding viva voce-, and 

(2) do per ronl of the total marks for the vivo voce test 


Marks 

100 

100 

200 

200 

200 

300 
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4. Erom the marks assigned to candidates in each sub- 
ject such deduction will be made as the Commission may 
consider necessary in order to secure that no credit, is 
allowed for merely superficial knowledge. 

5. If a candidate’s handwriting is not easily legible, a 
deduction will be made on this account from tho total 
murks otherwise accruing to him. 

0. Credit will be given for good English including 
orderly, effective and exact expression combined with duo 
economy of words in all subjects of the examination and 
not only in subjects which are specially devoted to English. 

7. Special attention will be paid hi the viva voce test to 
assessing the candidate’s capacity for leadei ship, initial i\c 
and intellectual curiosity, tact and other social qualities, 
mental and physical energy, powers of practical application 
and integrity of character. 


APPENDIX IV 
Fees 

[Vide Rule 16] 

Candidates must pay the following fees: — 

A. — To the Federal Public Service Commission — 

A consolidated application and examination fee of 
Rs. 82-8-0 (Rs.‘ 20-10-0 in the case of candidates belonging 
to the Scheduled Castes) with the application. 

(A Treasury Roeeipt or a crossed Indian Postal Order 
only for this amount will be aocepted by the Commission. 
The Commission cannot accept the fee in cash or cheques.) 

Noth. — The Commission may, at their discretion remit 
the prescribed fee where they are satisfied that the 
applicant is a bona fide refugee and is not in a position to 
pay the proscribed fee. 

B — To the General Manager of the Railway concerned — 

R-s. 10 before examination by a Medical DdarJ (only 
for candidates being considered for appointment), 

No claim for a refund of these fees wiV ordinarily he 
entertained nor can they be held in reserve *or any other 
examination or selection. 

A refund of Rs. 75 (Rs. 18-12-0 in the oase of candidates 
belonging to the Scheduled Castes) will, howevor, be 
allowed to a candidate who has paid the consolidated fee 
of Rs. 82-8-0 (Rs. 20-10-0 in tho case of candidates belong- 
ing to the Scheduled Castes) but who is not, admitted to 
the examination by the Commission. 


APPENDIX V 

Particulars regarding the Signal Engineering Depart- 
ment. of the Superior Revenue Establishment of State 
Railways. 

(The arrangements and salaries hereinafter described aie 
subject to revision according to the requirements of the 
Service.) 

1. Candidates selected under rulo 3 (i) will bo appointed 
as probationers for a period of two years. 

“They may however, be required to undergo one year’s 
further training abroad either during the 5th year of 
service or as soon after as possible.’’ 

On appointment, they shall enter into an agreement 
which shall provide that, during their probationary period, 
their services will be liable to termination at three months’ 
notice on either side, 

At the conclusion of the probationary period referred to 
above, officers who are favourably reported upon, will be 
appointed as officers on probation for three years, at ffie 
cud of which period thev will be requned to undergo n firm! 


practical departmental examination which will include 
testa in principles of signalling and interlocking and 
systems thereof m use, accounting, estimating, general 
and subsidiary rules, Factories Act, Workmen’s Com- 
pensation Act, ability to handle labour and general 
application to work or works on which they are engaged 
VI h ile on probation, and will, ll successful, lie < oninmod 
in the Signal Engineering Department of the Superior 
Revenue Establishment of State Railways. On eonUrma 
tion their agreement will be continued subject to their 
service being terminable on six months’ nolice on either 
side , 

Both the probationary period and tho period or. probation 
may he modified by Government in the oase of those ' 
already m Railway service. 

2. Officers will bo requned to pass a language examina- 
tion in Urdu or Hindi by the Lower Standard modified to, 
suit the requirements of the Railways, before they can be 
confirmed or granted any increment, beyond the first, 
during tho period of probation. Officers who can read, 
write and speak in Urdu or Hindi may be exempted by 
the General Manager, from passing the language examina- 
tion. Failure to pass the examination within tue nroba- 
tionary period involves liability to removal from ben 

3. Officers of the Signal Engineering Department of the 
Superior Revenue Establishment of State Railways 
recruited under these regulations will not be entitled to 
pension on quitting the service, but will be eligible 
throughout their service for tho benefits of the State 
Railway Provident Fund, to which they will lie required to 
subscribe, and by the lilies of which Fund they will be 
required to abide. 

4. Pay will commence from the date of joining service. 
Service for increments will also count from the same date. 
Particulars as to pay are contained hi this Appendix. 

5. Officers recruited under these regulations shall be 
eligible lor leave in accordance with the rules for the time 
being in force applicable to officers of State Railways. 

G. Officers will ordinarily be employed throughout their 
service on the Railway to which they may be posted on 
firs! appointment and will have n<> claim, as a matter of 
right, to transfer to some other Railway. But the Govern- 
ment of India reserve the right to transfer such officers 
in the exigencies of service to any other Railway or pro- 
ject in or out of India. Officers will be liable lo serve in 
the Stores Department of the State Railways if and when 
called upon to do so. 

7. The relative seniority of officers appointed under rule 
3 (i) will ordinarily be determined by their order cf merit 
in the competitive examination. The Government of t 
India, however, roserve the right of fixing seniority at 
fheir discretion in individual cases. ’They also 

the right of assigning to officers appointed under ruts e 
(ii), (iji) and (iv) positions in the seniority list at their 
discretion. 

8. The following are the rates of pay admissible to 
officers appointed in India to tho Signal Engineering 
Department of the Superior Revenue Establishment of 
State Railways : — 

Junior Scale:— Rs. 350—350—380 — 880—30 — 500— 

E.B. — 80—770 — 40 — 850. 

Senior Scale:— Rs. 600 (1st to 6th year) 4(J— 1,000— 
1,000—1,050—1,050—1,100—1,100—1,150. 

Junior Administrative Grade: — Rs. 1,300 — 60 — 1,600 

No IB — Probationary officers will start on the minimum of tho 
Jumoi stale and will count their service for increment!) from the 
dato of joining. 

9. The increments will be given for approved service 
only , and in accordance with the rules of the Department. 

10. Promotions to the administrative grades are 
dependent on the occurrence of vacancies in r,he sanctioned 

establishment and mu made wholly, by selection; mere 
seniority is considered to confer no claim for promotion. 
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No. E48RR6. — The following rules lor recruitment to 
the Electrical Engineering Department oi the Superior 
Kovenqo Establishment or Btat-e Railways, are published 
tor general information : — 

RULES 
Paht 1 

Method of liecruitment 

1. These Rules may be callod the Eleotncal Engineering 

leparfmont of the Superior lie venue Establishment ot 

81 ato llailways liecruitment Itulert. 

2. Eor the purposes oi these rules— 

(a) “Government” means the Government ol India; 

(b) “The Commission ’’ means the federal 1 ublic Ser- 
1 vice Commission ; 

(c) “High Commissioner” means ihe High Commis- 
sioner lor India in London, 

(d) “The Service” means the Electrical Engineering 
Department oi the Superior Revenue Establishment oi 
State Railways; 

(e) “Direct appointment” means appointment other- 
wise than on the result of a competitive examination or 
by promotion or transfer tram another Service. 

(t) “Scheduled Castes” moans nnj ot the tastes men- 
tioned in the Government of India (Scheduled Castes) 
Or ‘ ‘ 1980, 

pTho Service shall be recruited by the following 
methods • — 

(i) By competitive exam million held in Tndiu in accord- 
ance with Bart II of these ltules. 

(ii) By promotion of specially qualified officers of the 
Lower Gazetted Service and subordinates of the Electrical 
Engineering Department 

(iii) By occasional admission of other qualified persons 
appointed by the Government on the recommendations of 
the Commission 

4 Sub|eet to tbc provisions of Rule 8, Government shall 
determine tbc method oi methods io be employed lor the 
purpose of tilling uny particular vacancies, or such vaeao 
cies ins may require to be filled during uny particular 
period, mid the number of candidates to be recruited h/ 
each method, 

5. Appointments to (he Service which is made other 
wise than by promotion will b<- governed bv the principles 
laid down in iho Government of Tndia, Mirusirv oi 
Home Affairs, Resolution No 10/10/47 -Ests (R), dated 
the 21st August 1947 (regarding communal representation 
in the Central Services and the supplementary 
instructions issued in connect inn therewith) 

Baht II 

Recruitment by Competitive EramivuCnn 

6. A competitive examination for admission lo the Ser- 
vice shall be held in India at such times and places a-> 
Government may prescribe by notice issued through 
the Commission. Every such notice will, when possible, 
ni ‘ nee the numbor of vacancies to bo filled on the m- 
sme-of the examination. 

7. If the examination hold under this pait of these 
Rules is a combined examination for ihe purpose of mak- 
ing appointments to more than one Service or Depart- 
ment, the following provisions shall apply— 

(i) Any person mav apnly to be admitted, as a candidate 
for appointment in nil or anv of these Sendees or Depart- 
ments for which he is elidible If he wishes to compete 
for appointment m more than out Seiviie oi O' paitmont 
he shall state on his application form which Services or 

■ Departments he w'shes to compete for and the order of his 
preference between them, and in such case only one appR- 
cation form wi 1 ] be necessary and one rmvmcnt of the fees 
referred to in rule 10 land Appendix TV) will be sufficient 

(ii) Government shall assign successful candidates +o 
enefh Service or Department on a consideration of all ci>' 
cuiVistanees including am personal preference expressed 
bv the candidate. 

fl. The maximum number of candidates to he admitted 
to anv examination mav in the discretion of Government 
he lira'ted to such number not being less than 200, as 
Government mav decide Tf a limit, is imposed and the 
number of candidates exceeds lhat limit, the r’ommias'on 
shall select from the nnplicmds those "ho aludl he admit 
ted to the examination, and in doing so shafi have r P g«rd 
to the suitability of the applicants and to ihe adequate 


loprcscntation ol the various eunmunnties mid piovmcos 

oi India. 

9 (i)“ A candidate wliu is in permanent or temporary 
Government service shall apply to the Commission ioi 
uumismon to the examination tbiough the Head cl hi L 
Department, who shall toiward his application to the 
Commission unless he reiuscs his consent to Ihe applica- 

llOll. 

(u) A candidate who is not in Government service shall 
submit hia application direct lo the Secretary, Federal 
Bubble Service Commission. 

(in) No candidate may make mote than one application 
m respect ot any one occasion on which au examination 
is held, 

10 A candidate must be either — 

(a) a national ot the Indian Dominion by birth oi by 
domicile, or 

(b) a rulti or a citizen of an Indian State which ha u 
acceded to the Dominion ot India, or 

(c) a person ot Indian descent, or a ruler or a citizen 
ot an .Indian Stale which has not acceded to the Dominion 
oi India, or a citizen ot the Bakietan Dominion or ot any 
other temtory adjacent to India, m whose lavour a 
declaration of eligibility has been issued by the Govern- 
ment of the Dominion of India, 

Noth, — A candidal," who was dornioilfld in Pakistan areas bat who 
has migrated or may migrate from suoh areas before the 30th 
September 1948 with the intention of peimanently settling down in 
India will he treated as a person domiciled in India and no declara- 
tion of eligibility for appointment to the Service imdor the Indian 
Dominion in respect of each a person will be necebHary. 

11. A candidate must have attained the age of 21 and 
must not have attained the age of 25 on the date pres- 
cribed for this purpose in the notice issued by the Com- 
mission under rule 0- A candidate belonging to n 
(Scheduled Caste must have attained (lie ago of 21 and 
mubt not have attained the age ot 28 on the prescribed 
date. Candidates already iD Railway Service, who are 
over the age ot 25 and under the age of ,50 (in Ihe case 
of n Scheduled Castes candidate who is imdet the age 
of 33), on the date prescribed for this purpose in the 
Notice issued by tho CommisBion under rule 6, may, 
however, be admitted to the examination if they hold a 
substantively permanent appointment and are recommend- 
ed by their Department or Office 

12. A < undulate must satisfy the Commission that his 
character is such as to make him suitablo for appointment 
to the Hei vice/ Department. 

1') A candidate must have — 

(i) passed beckons A and B ot the Associate Member- 
ship Examination of the Institution of Engineers (India) 
or have any other educational qualifications recognised by 
Hint insf'tution as exempting from passing these sections, 
mde Appendix I; or 

(n) obi (lined an engineering degree of one of Ihe univer 
allies mentioned in Appendix II under the conditions 
prescribed in that appendix; or 

(ni) passed the Associate-ship Examination of the City 
and Guilds Tnslituio (Imperial College of Science and 
Technology, South Kensington) in Civil Engineering; or 

(i v) passed I he Associate Examination from the Bengal 
Engineering College in Mechanical Engineering; or 

(v) have obtained the B Sc. degree in Engineering of 
Aligarh Muslim Dniversif-y ; or 

fvi) obtained the All India Diploma in Elect, r'col 
Engineering of the Delhi Polytechnic * 

Piovhled that in exceptional cases the Commission may 
have the recommendation of the Central Government or a 
Piovmcinl Government treat hr a qualified candidate, a 


♦The mibiniRRion of applications hv perRonB in Government unrvloa 
further governed bv the C ovommont Rervant’e Application for 

Posts l^‘T t7 '- 1 B.iiIpr [published with the Government of 


Notification 


(■Railway Bcrvlrefj) 

TTome Department 

Tndul, TJnl’wav Department (Rollwav ‘Board/ 

Vo V 1 an/43 /Dal. , , 30th December 1 Of S 

1 — i—i-- , dared the vs— r-w vr„ r . »* amend *d 

No E.-34R.H.1, 22nd Jannarv 1035 

from time to time), and tho corresponding rules made by Provincial 

Governments. 
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candidate who, though he has not ull or any of the qualifi- 
cations prescribed in this rule, has passed examinations 
conducted by other institutions of a standard which, in tin 
opinion of the Commission, justifies his admission to (he 
examination. 

14. No candidate shall be admitted to the examination 
unless he holds a certificate of admission from the Com- 
mission. 

The decision of the. Commission as to the eligibility or 
otherwise of a candidate for admission to (he examination 
shall be final. 

15. No recommendations except those invited in the 
(orm of application shall be taken into consideration. Any 
attempt on the part of a candidate to obtain support for 
his candidature by other means may disqualify him for 
admission, 

16. Candidates must pay such examination fees as Gov- 
ernment may prescribe (see. Appendix IV). No claim for 
a refund of any of these fees will ordinarily be entertained, 
nor can they bo hold in reserve for any other examination 
or selection. 

17. Examinations under these Rules shall be conducted 
by (he Commission in the manner proscribed in the regula- 
tions which form Appendix ITT to these Rules. 

18. (i) After every examination (he Commission shall 
make a list of the candidates in older of their merit as 
disclosed by the aggregate murks finally awarded to each 
candidate, and in that order so many candidates up (o 
the number of unreserved vacancies announced under rule 
6 above, as are found by the Commission to be qualified 
by the examination and are considered by Government or 
the appointing authority, as the case may be, to he suit- 
able in a)] other respects, shall be appointed. 

(ii) For the purpose of rule 5 of these rules, appoint- 
ments to vacancies to be filled by members of a particular 
community or communities shall be made by Govermnonl 
or (ho appointing authority, as the case may be, in the 
order o' merit of the candidates belonging to the parti 
cular community or communiltes provided they have 
qualified in tile examination and are in all respects suit- 
able for employment in these service#), 

19 A candidate must be in good mental and bodily 
health and free from any physical defect likely to inter- 
fere with the discharge of his duties as an officer of (he 
Service. A candidate who (after such physical examina- 
tion as Government or the appointing authority, aa the 
case may be, may proscribe) is found not. (o satisfy those 
requirements will not lie appointed. Only candidates 
who are likely to be considered for appointment will be 
physically examined . * 

20. (a) Appointments shall be made on piobation lor a 
period of two years. 

(b) Tf, in tile opinion of Government, (lie work or con- 
duct of an officer on probation is unsatisfactory, or shows 
that he is unlikely to become efficient, Government may 
d'seharge him forthwith. 

(c) On the conclusion of his period of probation, Govern- 
ment may confirm the officer in h s nppo’ntirient, or, if his 
work or conddcf has in the opinion of Government been 
unsatisfactory, Government mar cither discharge him 
from the Sendee or ma.v extend Ins period of probation for 
such Eurther period as Government mm think fit. 

(d) If no action is taken by Government under sub-rule 
(b) or (c) of this rule, the period after the prescribed period 
of probation shall be treated os an engagement from 
month to month, terminable on cither side on the expi- 
ration of one calendar month’s notice in writing. 

(c) If the power to make appointments in the Servlet 
is delegated by Government to any officer, that officer 
may exercise any of the powers of Government under 
this rule. 

(f) Particulars us to pay and general conditions of 
service prescribed for probationers in the Electrical Fnei- 
irteering Department of the Superior Revenue Establish- 
.finent of State Railways will be found in Appendix V 

i*tn order to prevent disappointment candidates am advised to have 
tfcpmselves examined by a Government Medical Off! cor of the standing 
of a Civil Surgoon, before applying for ndmi'wion to ihe examination 
Particulars of the nature of the physical tost to which candidates 
will be submitted before appointment, and of the standards required 
oop be had from the Commission. 


APPENDIX I 

List of Examinations recognised by the Institution of 
Engineers (India) as exempting from Sections " A ” and 
“B" of the Associate Membership Examinations [vide 

Rule 13(*)] - 

Institution of Civil Sections A and B of the Associate Mem- 1 
Engineers, London . borship Examination, 

Institution of Meohan- Sections A and B of the Associate Mom£ 
irnl Engineers, London, bership Examination, 

Institution of Electri- The Associate Membership Examination, 
cal Engineers, London, 

Oxford . . . B.A. with Honours in Engineering Science 

Final Honours Sohool. 

Cambridge . . . B.A, (Honours) Mechanical .Science Tripos, 

St. Andrews . . B.Sc. in Engineering. 

Glasgow . . . B.Sc. in Engineering. 

Edinburgh . . . B.So. in Engineering. 

Dublin . . . B.A.I. (Ordinary, or with honours in En- 

gineering). 

Mcgill University . B.Sc. in “Civil” or “Mechanical” or 
(Montreal) “Electrical” or Metallurgical” or 

“Muring” Engineering. (Honours or ' 
Ordinary Degree), 

Durham . . , B.Sc. in “Civil” or “Mechanical” or 

“Electrical” Engineering, or in ‘'Naval 
Architecture” (Honours or Ordinary 
Degree). 

London . . . R.So. in (External and Internal Degree) 

Engineering (not including the B.Sc. in 
Engineering (Metallurgy) ], (Blow or 
Ordinary Degree) 

B.So. (Internal) in Engineering (Mtnmg) 
[oblained in ,r f* r *r 1920]. B.Sc. (Exter- 
nal) in Engi.ipetjng (Miring;. 

(Honours Degrej obtained in or after 1935], 

Victoria University B.Sc. Tech. vOrdinary Course Division I) 
(Mnnclnster). in Electrical Engineering. 

B.Sc. Tech. (Ordinary Course Division 11) 
in Electrical Engineering. 

B.So. Tech. (Higher Course Honours Divi- 
sion or Ordinary Course, Division 1) in 
Municipal Engineering. 

B.Sc. Tech. (Ordinary course. Division T) 
in Mechanical Engineering. 

B.Sc, in Engineering (Honour s Degreo 
or ordinary Degree from 1020 onwards). 

B.Sc. Tech, m “Mechanical” or ''Electri- 
cal” Engineering (Honours Division 
in the Final Examination). 

Hinmnghum , . B.Sc. m “Civil” or “Mechanical” or 

“Electrical ’’'Engineering. (Honours or 
Ordinary Degreo). 

Liverpool . . . B. Eng. in “Civil” or “Mechanical” oi 

“Marine” or “Electrical” Engineering, 
or “Naval Arohileoturo”. (Honours or 
Ordinary Degree). 

Leeds , . . B.So, in “Civil” or “ivloela m .u 1 or 

“Elontrioal” Engineering /Honours or 
Ordinary Degree; 

Slielheld , . , B.Eng. in “Civil” or “Mechanical ” or 

“Electrical” Engineering (Honours 

Degree or Ordinary Degroo with a First 
Class m tho final examination will not 
bo required in the oasos of degrees ob- 
tained in or after Juno 1930), BE (Met.) 
Hons. only. 

Mint nl . . . B.Sc. in “Civil” or “Mechanical” or 

“Eleotrical” Engineering (Honours'* 

or Ordinary Degreo). 

Wales . . . B.So. in “Civil” or “Mechanical 

“Electrical” Engineering. 

National University B.E. 

of Iielsnd 

Queen's University B.Sc. in Engineering. 

(Belfast), 

Sydney . . . B.E. in “Civil” or in “Mechanical” and 

“Electrioal” Engineering, 

Melbourne . . . B C.E., B. Modi., E. or B.E.E. 

Now Zealand . . B.E. in “Civil” or “Mechanical” or 

“Electrical” Engineering. 

Adelaide . . . B.E. in “Civil”, “Mechanical” or 

“Electrical” Engineering. 

Queensland. . . B.E. in “Civil” or in “Mechanical” and 

“Elect rioal” Engineering. 

Western Australia . B. E. 

South Africa . B. So. in Engineering (until 1921). 

Cape Town. . , H. Sc, in Engineering. 

Wit wat ersrand . . B. Sc. in “Civil” or “Moohanioal” and 

“Electrioal" Engineering. 

Calcutta . . . B, E. Examination in “Civil 1 ' or “Mechanical’’ 

or “Electrical" Engineering, B E. (Mot ) 
B. (Met.) 

Bombay . . . B. E. Examination. 

Madras . . . B E. Examination. 

Benares Hindu Univnr- B. Sc. Exammatioii in Engineering, 
sity, B. Sc. (Mining). 

Patna . . . B. So. in Engineering. 

Rangoon . . , B. So. in Engineering. 

Mysore , , . B. E. in “Civil” “Mechanical” or “Eleotrical " 

Engineering. 

Punjab . . . B. So, in Engineering. 

Osmaniu Uifiveisily . It. E. 

(Hyderabad;. 

Travanoore University, B. So. (Eng.) degree. 
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Kfwt Punjab Engineering 
College, Roorkee. 


B,8o. (Engg.), so long as the college is 
allowed to utilize all the equipments 
and tho laboratories of the Thomason 
Civil Engineering College, Roorkoe 


Diplomas in Engineering — 

City and Guilds (Engineering) College, Kensington. 

University College, London. 

King's College, London, 

City and Guilds of London Institute, Technical College,. 
Finsbury— Diploma or Higher Certificate (three j tars' 
course) if taken by Matriculated Students or Students v-, ho 
have passed the Institution Studentship Examination or 
its recognised equivalent. 


Royal Technical College, Glasgow- — Final Diploma 
Examination in Mechanical or Electrical Fpguieeimg 
provided an approved Matriculation Examination has been 
passed before beginning the course. 

Thomason Civil Engineering College, Roorkee- Diploma 
in Civil Engineering (formerly Assistant Engineer’s certi- 
ficate). 

Indian Institute of iScience, Bangalore — Diploma in 
Electrical Technology, or in Electrical Communication 
Engineering. 

Manchester — Certificate in Technology, Mechanical or 
fcrical Engineering, 

Punjab College of Engineering and Technology (for- 
merly Maolagan Engineering College), Moghalpura- — 

A” Class Diploma in the first division (65 per cent,, 
or more marks) and ill the Honours Division (80 per cent, 
or more marks) in (i) Mechanical Engineering, and (ii) 
Electrical Engineering from 1935, 

College of Engineering and Technology, Jadavpur, 
Bengal — . 

Diploma in Mechanical Engg and Elc<trical Engg 
from 1941 onwards provided the candidates fiave passed 
Inter Examination in Science of a recognised University 
with Physics, Chemistrv and Mathematics. 

College of Engineering and Technology, Jadavpur," 
Bengal — 

Diploma in Chemical Engg. from 1941 onwards, pro- 
vided the candidates have passed the Inter Examination 
in. Science of a recognised University with Physics, Che- 
mistry and Mathematics. 

Degree Course (without regard to whether the candi- 
date has .passed the Intermediate Examination or not) or 
the Special Degree Examination. 

Diploma of the Faraday House, Loudon, as abtained i>y 
actually passing the examination of the Faraday House. 

College of Engineering and Technology, Ben" 1 — 

A pass in Degree Course (without regard to whother the 
candidate has passed the Intermediate Examination or 
not). 

A pass in the Special Degree Examination. 

le Engineer Officers’ Supplementary Engineer m«r 
Course. ° 


The Delhi Polytechnic and the All India Diploma in 
Engineering when passed after completing the course ot 
study. 

Heriot Watt, . College, Edinburgh— -Assoointeship in 

Electrical Engineering. 

Naval Officers : — 

Examination which qualifies as Lieutenant (E) 

Jioyal Naval College , Greenwich : — - 
Professional Certificate for Constructors 


APPENDIX I (b) 

List of Diplomas or Degrees of American Engineering 
JnsMutione the Curricula of which have been accredited hi: 
the E.C.P.D. and holders of which have taken a full fi»* r war s' 
course of studies in such institution* and have had at least 
fonr years experience in practical Engineering and which 
have been exempted from Sections A d- B of the, 1 donate 
Membership examination of the, Institution of Engineers 


(Subject to periodic revision^ 

Akron, University o/— Electrical*, mec^anioal 
tnal and aeronautical options) 3 . 


(ipdiiB- 


Alabama Polytechnic Institute. — Civil, electrioal, meona- 

nical. 

Alabama, University of. — Aeronaut! cal, civil, electrioal, 
industrial, meohanioal, ruining. 

Alaska, University of. — Civil, mining (including metal- 
lurgical and geologioal options). 

Arizona, University of. -Civil, electrioal, meohanioal, 
mining. 

Arkansas, U niversity o/,— Civil, eleotrioal, meohanioal. 

Brooklyn , Polytechnic Institute, of. — Chemical (day and 
8-vear evening), civil 1 , electrioal 1 , meohanioal 1 . 

Brown University. — Civil, eleotrioal, meohanioal. 

Bucknell University. — Chemical, civil, electrioal, meoha- 
nioal. 

California Institute of Technology. — Aeronautical (5- 
atid 6-ye\r courses), ohemioal (5-yoar course), civil, eleotrioal, 

mechanical. 

California, University of. — -Civil, eleotrioal, meohanioal 
metallurgical (metallurgy), mining, petroleum. 

Carnegie Institute of Technology. — Ohemioal 4 , civil 1 , 
eleotrioal 1 , 4 , industrial (management) 1 , 4 , meohanioal 1 , 4 , 
metallurgical 1 , 4 . 

Case Institute of Technology.— Chemical, civil, electrical, 
mechanical, metallurgical. 

Catholic University of America.-* -Aeronautical, architec- 
tural, civil, electrical, mechanical. 

Cincinnati, University of.— Aeronautical 3 , ohemioal 3 
oivil 3 , oleotrioaE, mechanical 8 . 

Citadel, The. — Civil. 

Clarkson College of Tec/moiogy.-'Chemioal, civil, electri- 
cal, meohanioal. 

Cleimon Agricultural College.— Civil, eleotrioal, meoha- 
nioal. 

Colorado School of Mines. — Geological, metallurgical, 
mining, petroleum. 

CoVyrado State College.—' Civil, eleotrioal, meohanioal. 

Colorado, University of . — -Architectural, oivil, eleotrioal, 
meohanioal (includes aeronautical option). 

Columbia University . — Chemical 3 , oivil 3 , eleotrioal 3 , in- 
dustrial 3 , meohanioal 3 , metallurgical 3 , mining 3 . 

Connecticut, University of.— Civil, electrioal, meohanioal. 

Cooper Union School of Engineering . — Ohemioal*, civil 3 , 
electrical 5 , meohanioal 6 . 

Cornell University . — Ohemioal, civil, eleotrioal, industrial 
(administrative), meohanioal. 

Dartmouth College. -Civil. 

Delaware, University of . — Chemical, civil, eleotrioal, 
mechanical. 

Denver, U niversity of.— Eleotrioal. 

Detroit, University of . — Aeronautical 4 , aiohiteotural 74 , 
chemical 4 , oivil 4 , eleotrioal 4 , mechanical 4 . 

Drexel Institute of Technology.— Chemical 4 , civil 4 , electri- 
cal 4 , mechanical 4 . 

Duke, University . — Civil, eleotrioal, meohanioal. 

Florida, University of.— Ohemioal, oivil, eleotrioal, indus- 
trial, meohanioal. 

Ceorge Washington University . — Civil, eleotrioal, meoha- 
nical. 

Georgea School of Technology— Aeronautical, ceramic 4 , 
ohemioal (itioluding co-operative cumoulum) 4 , oivil 4 , elec- 
trical 4 , mechanical 4 . 

Harvard U niversity *'. — Civil, communication, eleotrioal, 
industrial (engineering and business administration), meoha- 
nioal, metallurgical (phvsioal metallurgy), sanitary. 

Idaho, University of.— Civil, electrioal, meohanioal, me- 
tallurgical (metallurgy), mining (includes geographical 
option). 

Illinois Institute, of Technology ( Armour OcUege of Engineer- 
ing) 9 . — Chemical, oivil, eleotrioal, mechanical. 

Illinois, University of.— Architectural, ceramio (teohnioal 
option) chemical, oivil, railway civil, electrical, railway 
electrioal, general 7 , meohanioal, railway meohanioal, metallur- 
gical, mining. 
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lam i State College. — Agricultural, architectural, ceramic, 
chemical, civil, electrical, general 7 , mechanical. 

Iowa , State University of. — Ohemioal, oivil, electrical’ 
mechanical. 

Johns Hopkins University. — Ohemioal, civil, electrical, 
mechanioal. 

Kansas Stn' ; College. — Agricultural, architectural, civil, 
electrioal, mechanioal. 

Kansas , University of. — ^Architectural, civil, electrioal, 
mechanioal, mining. 

Kentucky, University of. — Civil, electrioal, mechanioal, 
metallurgical, mining. 

Lafaytte College. — -Civil, electrioal, industrial (adminis- 
trative) mechanioal, metallurgical, mining. 

Lehigh Unimrs ity — -Chemical, civil, eleotrioal, indus* 

trial, raaohanloal, metallurgical, mining. 

Louisiana State University. — -Chemical, civil, electrical, 
mechanical, potroleum. 

Louisville , University of.- — Chemical 4 , civil 4 , electrical 4 , 
mechanical 4 . 

Maine, University of.- — Civil, electrical, general 7 , mecha- 
nioal. 

Manhattan College.— Civil, eleotrioal. 

Marquette University. — Civil 3 , electrical 3 , mechanical 5 . 

Maryland, University of.~ -Chemical, civil, elootrioal, 
mechanioal. 

Massachusetts Institute of Technology. — Aeronautical, 
building and construction, oheroical, civil (includes option 
in sanitary engineering), electrical 4 , general 7 , industrial 
(business and engineering administration), mechanical 4 , 
metaUurigel (metallurgy), naval architecture and marine 
engineering (inoluding marine transportation). 

Michigan College of Mining and Technology- -Chemical, 
oivil, eleotrioal, mechanical, metallurgical, mining. 

Michigan State College. — -Civil, eleotrioal, mechanioal. 

Michigan, University of. — Aeronautical, ohomioal, civil 
electrioal engineering mechanics, mechanical, metallurgical, 
naval architecture and marino engineering, transportation. 

Minnesota, University of. — Aeronautical, ohemioal, oivil, 
electrioal, meohanical, metallurgical, mining, petroleum. 

Mississippi State College. — Civil, electrical, mechanical. 

Missouri School of Mines and Metallurgy. — Ceramic 7 , 
civil, eleotrioal, metallurgical, mining (mine) (including 
petroleum option). 

Missouri, University of. — -Chemioal, civil, elootrioal, meoha- 
nioal, 

Montana School of Mines.- — Geological, metallurgical, 
mining. 

Montana State College.— Civil, eleotrioal, mechanical. 

Nebraska, University of. — Agricultural, architectural, 
oivil. eleotrioal, meohanical. 

Nevada, University of. — Eleotrioal, mechanical,* mining. 

New Hampshire, University of. — Civil, electrical, mecha- 
nical. 

New Mexico College of Agricultural and Mechanic Arts . — 
Oivil, electrioal, meohanical. 

New Mexico School of Mines. — -Geological, mining, 
petroleum. 

New Mexico, University of —Civil, eleotrioal, raoohanical. 

New York, College of the City of. — Civil 1 electrical x , 
mechanioal 1 . 

New York State College of Ceramics (at Alfred University). 
—Ceramic. 

New York University. — -Aeronautical, ohemioal (day and 
7-year evening), oivil *, electrical 1 , industrial 1 (administra- 
tive), meohanical 1 . 

Newark College of Engineering. — Civil 4 electrioal 1 , 
mechanical 1 . 

North Carolina State College .- — Ceramio, civil, eleotrioal, 
meohanical. 

North Dakota Agricultural College. — -Arohiteotural, mecha- 
nical. 


North Dakota, University of. — Civil, eleotrioal, mechanioal, 
mining. 

Northeastern University. — Chemical 3 , civil 3 , electrical 3 , 
industrial 3 , moohanioal 3 , 

Northwestern University . — Chemioal, civil, electrical, 

mechanioal. 

Norwich University . — -Civil, electrical. 

Notre Dame, University of. — Aeronautical, oivil, electri- 
cal, mechanioal, metallurgical (metallurgy). 

Ohio State University.—' Ceramic, ohemioal, oivil, electri- 
cal, industrial, mechanioal, metallurgical, mining (mme), 

Oklahoma Agricultural and Mechanical College , — Civil, 

electrioal, industrial, moohanioal. 

Oklahoma, University of. — Architectural, chemical, civil, 
eleotrioal, mechanioal, potroleum. 

Oregon State College. — Chemical, oivil, elootrioal, mecha- 
nical. 

Pennsylvania State College. — -Architectural, ceramic 
(ceramics), ohemioal, civil, electrioal, fuol technology, in- 
dustrial, mechanioal, metallurgical (metallurgy), mining, 
petroleum and natural gas, sanitary. 

Pennsylvania, University of. — Chemioal, civil, electrical, 
mechanical. 

Pittsburgh, University of. — -Chemical 1 , civil 1 , elecmoai", 

industrial 1 , mechanical, metallurgical 1 , mining 1 , petroleum . 

Pratt Institute . — Electrical, mechanioal. 

Princeton University. — Chemical, oivil, electrioal, mecha- 
nioal. 

Purdue University. — -Aeronautical, ohomioal, oivil, elec- 
trical, meohanical, metallurgical. 

Rensselaer Polytechnic Institute . — Aeronautical, ohomioal, 
civil, electrical, industrial, mechanical, metallurgical. 

Rhode Island State College. — Civil, eleotrioal, mechanical 

Rice Institute . — Chemical, civil, electrioal, mechanical. 

Rochester, University of— Chemical, mechanical. 

Rose Polytechnic Institute . — Civil, oloctrical, meohamcal, 

Rutgers University . — Civil, eleotrical, mechanioal, sanitary. 

Santa Clara, University of.— Civil, eleotrical, mechanical. 

South Carolina, University of . — Civil, electrical. 

South Dakota, State College . — Civil, eleotrical, mechanical. 

South, Dakota State School of Mines. — Civil, eleotrical, 
general 7 , metallurgical, mining. 

Southern California, University of. — Civil, electrical, 
mechanioal, petroleum. 

Southern Methodist University.— Civil 1 , electrical 1 , me- 

chanical 1 . 

Stanford University . — Civil, eleotrical, mechanioal, met- 
allurgical, mining, petroleum. 

Stevens Institute, of Technology . — -General 7 . 

Swarthmore College. — Civil, elootrioal, moohanioal. 

Syracuse University. — Chemical, civil, eleotrioal, indus- 
trial (administrative), mechanical. 

Tennessee, University of. — Chemical, civil, electrical, 
mechanioal. 

Texas, Agricultural and Mechanical College of. — Aeronau- 
tical, ohemioal, civil, oloctrical, meohanical, petroleum (4- 
and 5-year courses). 

Texas GoUege of Mines and Metallurgy . — Mining 
(mining option, mining geology, metallurgy option). 

Texas Technological College. — Civil, oleotrioal, meohanical 

Texas, University r of . — Architectural, chemical, civil, 
eleotrioal, mechanical, petroleum (petroleum production). 

Toledo, University of . — General 37 . 

Tufts College . — Civil, eleotrioal, meohanical. 

Tulane. University of Louisiana. — Civil, electrical, mecha- 
nical. 

Tulsa, University of . — Petroleum (inoluding options in 
refining and production) 1 . 

Union College— Civil, eleotrioal 7 . 

United States Coast Guard Academy. — General 7 . 

Utah State Agrvsulbwral College.— Civil. 
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Utah, University of. — Civil, electrioal, mechanical, 

metallurgical, mining. 

Vanderbilt University. — Civil, electrical, mechanical. 

Vermont, University of. — Civil, electrical, mechanical. 

Villanova College. — Civil, electrical, meohanical. 

Virginia Military Institute. —Civil, electrical. 

Virginia Polytechnic Institute. — Ceramic, chemical, civil, 
electrical, industrial, mechanical. 

Virginia, University of.- — Chemical, civil, electrical, 
mechanical. 

Washington, State College of. — Architectural, civil, elec- 
trical, mechanical (basic option), metallurgical, mining. 

Washington University.- — Architectural, civil, electrical 
industrial (administrative), mechanical. 

Washington, University of— Aeronautical, ceramic, 
chemical, civil, cloctrioal, mechanical, metallurgical, mining. 

Wayne University. — Civil, electrioal, mechanical. 

Webb Institute of Naval Architecture . — Naval architecture 
and marine engineering. 

West Virginia University.- — Civil, electrical, mechanical, 
mining. 

Wisconsin, University of.— Chemical, civil, electrical, 

hanioal, metallurgical, mining. 

Worcester, Polytechnic Institute, — Chemical, civil, elec- 
trical, mechanical. 

Wyoming, University of.- — Civil, electrical, mechanical 

Yale University. — Chemical, civil, eleotrical, mechanical, 
metallurgical (metallurgy). 


Explanatory Notts. 

•With tho excoption. of the chomioal ongiuooring curricula, this list 
is corrected to October 24, 1947, and is subject to continual revision. 
It applies only to curricula which hav e been inspected by the committi a 
on engineering sohoola, u bother conducted on the usual plan of opera- 
tion or on the accelerated plan. At the request of the council of the 
American Institute of Chemical Engineers due to the offecte of tho 
war upon education in chemical engineering all accrediting of ohemi- 
cul engineering ouiricula ceased with tho 1943 list. Until such tune 
ob reasonably normal educational activities in the ohemioal engineering 
fields have been resumed and re-examinations made, no current list 
for this division of engineering will be published. 

(r) Accrediting applies to the day and evening curricula. 

(*) Aocroditing applies to the 4-year and 6-year curricula loading 
to tho bachelor of science degroo. 

(') Accrediting applies to the co-operative ourriculum only. 

(*) Accrediting applies to both the co-operative and regular our- 
rlcula, 

l 1 ) Accrediting applies to day and to 6-year evening curricula in 
the Coopei Union Sohool of Engineering os submitted toECFD. 

(•) Accrediting applies only to curriculum as submitted to ECFD 
arid upon completion of which a certificate is issued by Harvard 
University certifying that the student has pursued suoh a ourriculum. 

The accrediting of a curriculum in general engineering implies 
saCIHlaetory training in engineering sciences and in the basic subject® 
pertaining to several Holds of engineering; it does not imply the 
accrediting, os separate curricula, of those component portions of the 
ourriculum such as civil, meohanical, or electrioal engineering that 
Usually are offered as oomplete professional ourriculo leading to 
degrees in these particular fields. 

(•) On July 24, 1940, Illinois Institute of Technology was formed 
by the consolidation of Armour Institute of Technology and Lewis 
Institute. Curricula now listed under Illinois Institute of Technology 
wero listed under Armour Institute of Technology before October 24, 
1940. 


LIST OE ACCREDITED CURRICULA OE TECHNICAL 
INSTITUTE TYPE 

Academy of Aeroipmtics. (LaGuardia Field, N.Y.).— - 
Airorafl design and construction (resident full-time programs 
and resident part-time evening programs), aircraft meohanics 
and maintenance (resident full-time programs and resident 
part-time evening programs). 

Aeronautical Institute (Hawthorne, Calif.).— Electrical 
engineering. 

Aeronautical University, The (Chicago, III.). Aero- 
nautical engineering drafting. 

Bliss Electrical School (Washington, D. C.). — Funda- 
mentals of industrial eleotrical engineering. 


Capitol Radio Engineering Institute (Washington, 
D.C.).— Kosidenee course in practical radio engineering, 
correspondence courso in practical radio engineering. 

Franklin Technical Institute (Boston, Mass). — Indus- 
trial electricity. 

Wentworth Institute (Boston, Mass.). — Machine cons- 
truction and tool design, steam, and Diesel engineering,, 
architectural construction, electrioal construction. 


APPENDIX II 

List of University degrees which will be recognised for 
admission to hie examination [vide Rule 13 (id) J 

Cambridge . — Ordinary degree B.A, in Engineering, 
provided the graduate has passed in the principal subjects, 
Engineering I, Engineering H and Engineering III. 

Glasgow. — B.Sc. m Naval Architecture (Honours or 
Ordinary degree). 

Durham.- — B.Bc. in Marine Engineering. 

Aberdeen. — B.Bc. in Engineering (Honours or Ordinary 
Degree). 

Note, — The above degrees will be accepted only if taken 
after three years' study and the passing of the regular 
examinations in the several Universities. The conditions 
as to three years’ Btudy will not, however, apply to Indians 
who, having taken an Indian degree, which exempts them 
from part of the University course, shall have taken one 
of the above degrees in less than three years in accord- 
ance with the regulations of the University concerned. 

APPENDIX III 

Standard and Syllabus of the Examination (vide Buie 17) 
The subjects of the examination will be — - 
1. (a) Compulsory — 

Mnrtt3 


(L English (inoludmg Essay and Precia Writing) , . 10(1 

(2) General Knowledge. ...... 100 

(3) Meohanical Engineering ...... 200 

(4) Applied Mochanies (including Strength of Muteuuls and 

Theory of Struetmefl) ..... 200 

(6) Electrioal Engineering ...... 200 

(6) Viva voce ........ 300 

(b) Optional — 

Any two of the following subjects: — 

(1) Physios (including Electricity and Magnotiam) . . 100 

(2) Applied Mathematics ...... 100 

(3) Surveying ........ 100 

(4) Electrioal Communication Engineering . . . 100 


2. A candidate who takes Surveying as an optional sub- 
ject must produce a certificate that he has undergone 
satis! actory training in Surveying including practical Sur- 
veying in a college or institution recognised by the Com- 
mission for the purpose of admission to the competitive 
examination for the Service. The training must be equiva- 
lent to that given m the full courso for a degree or diploma 
in Civii Engineering. The certificate must be signed by 
tho Principal of, or the head of the department of Sur- 
veying in, the college or institution 

For this purpose the Commission will ordinarily accept 
a certificate from any college or institution mentioned in 
rule lb of the foregoing Rules or in Appendices .1 and II, 
or from any college which is affiliated to any University 
mentioned in the same Rule and Appendices. The Com- 
mission, however, reserve to themselves, the power not to 
accept any certificate if they are satisfied that the practi- 
cal Gaining referred to therein falls short of the require- 
ments of the Service and their decision in the matter will 
be final. 

8. The standard and syllabus of the examination will be 
such as the Commission shall prescribe and the 
Commission shall, if fcLey think it definable, determine 
what shall be the qualifying mark in all or any of the 
subjects of the examination. 

If owing to the large number of candidates appearing, 
the Commission consider it impracticable to examine all 
candidates in viva voce, the Conirniss'nn may, in their 
discretion, after the written marks have been compiled, 
summon for examination in viva voce only those candidate* 
who have obtained in the written tost tho qualifying mark 
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which may be prescribed by the Commission. No candi- 
date will be considered to have qualified at the examination 
unless he obtains at least : 

(1) 40 per cent, of the total marks for the com- 
pulsory subjects, excluding viva voce ; and 

(9) 85 per cent, of the total marks for the viva voce 

test. 

4. From the marks assigned to candidates in each sub- 
ject such deduction will be made as the Commission may 
consider necessary in order to secure that no credit is 
allowed for merely superficial knowledge. 

6. If a candidate's handwriting is not easily legible, a 
deduction will be made on this account from the totul 
marks otherwise, accruing to him. 

0. Credit will be given for good English including 
orderly, effective and exact expression combined wich due 
economy of words in all subjects of the examination and 
not only in subjects which are specially devoted to 
English. 

7. Special attention will be paid in the viva voce test to 
assessing the candidate's capacity for leadership, initia- 
tive and intellectual curiosity, tact and other social quali- 
ties, mental and physical energy, powers of practical appli- 
cation and integrity of character. 


APPENDIX TV 
Feba 

[Vide Rule 16] 

Candidates must pay the following fees — 

A. — To the Federal Public Service Commission — 

A consolidated application and examination fee of 
Rs. 82-8-0 (Rs. 20-10-0 in the ease of candidates belong- 
ing to the (Scheduled Castes) with the application. 

(A Treasury Receipt or a crossed Indian Postal Order 
only for this amount will be accepted by the Commis- 
sion. The Commission cannot accept the fee in oash er 
cheques.) 

Note. — The Commission may, at their discretion remit 
the prescribed fee where they are satisfied that the appli- 
cant is a bona fide refugee and is not :n a position to pay 
thd prescribed fee. 

B. — To the General Manager of the Railway con- 
cerned 

Rs. 16 before examination by n Medical Board (only 
for candidates being considered for appointment) 

No claim for a refund of these fees will ordinarily he 
entertained nor can they be held in reserve for any other 
examination or selection. 

A refund of Rs. 76 (Rs. 18-12-0 in the case of cun 
didates belonging to the Scheduled Castes) will, however, 
be allowed to a candidate who has paid the consolidated 
fee of Rs. 82-8-0 (Rs. 20-10-0 in the case of candidates 
belonging to the Scheduled Castes) but who is nut admit- 
ted to the examination by the Commission. 


APPENDIX V 

Particulars regarding the Electrical Engineering De- 
partment of the Superior Revenue Establishment of 
State Railways. 

(The arrangements and salaries hereinafter described 
are subject to revision according to the requirements of 
the Service.) 

1. Candidates selected under rule 8 (i) will be appointed 
as probationers for a period of 2 years. They may, how- 
ever, be required to undergo one year’s further training 
abroad either during the 5th year of service or as soon 
after as possible. 

On appointment, they shall enter into an agreement 
which shall provide that, during their probationary period : 
their services will be liable to termination at three months’ 
notice on either side. 

At the conclusion of the probationary period referred to 
above officers who are favourably reported upon, will 
be appointed as officers on probation for three years at 


ihe end of which period they will be required to undergo a 
final practical departmental examination which will in- 
clude accounting, estimating, general and subsidiary 
ruies. Factories Act, Workmen's Compensation Act, 
Electricity Act and Electricity Rules, ability to handle 
labour and general application to work cr works on which 
they are engaged while on probation, and will, if success- 
ful, be confirmed in the Eieetricai Engineering Depart- 
ment of tiie Superior Revenue Establishment of iS.tate 
Railway^,. On confirmation their agreement will be con- 
tinued, subject to their sorvice being terminable on six 
months’ notice on either side. 

Both the probationary period and the period on proba- 
tion may be modified ly Government in the case of those 
already in Government or Railway service. 

2. Officers will be lequired to pass a language examina- 
tion in Urdu or Hindi bv the Lower Standard modified to 
suit the requirements oi the Railways, before they con 
be confirmed or granted any increment, beyond the first, 
during the period of probation. Officers who can read, 
write and speak in Urdu or Hindi may be exempted by 
the General Manager, from passing the language exami- 
nation. Failure to pass tho examination within the pro- 
bationary period involves liability to removal from bervica. 

8. Officers of the Electrical Engineering Departmen 
the Superior Revenue Establishment of State Railways 
recruited under these regulations will not be entitled to 
pension on quitting the service, but will be eligible 
throughout their service for the benefits of the State Rail- 
way Provident Fund, to which they will be required to 
subscribe, and by the mles of which Fund they will be 
required to abide. 

4. Pay will commence from the date of joining service. 
Service for increments will also count from the same 
date. Particulars as to pay are contained in this Appendix. 

5. /Officers recruited under these regulations shall be 
eligible for leave in accordance with tho rules for the time 
being in force applicable to officers of State Railways. 

0. Officers will ordinuril.y be employed throughout their 
service on the Railway to which they may be posted on 
first appointment and v ill have no claim, as a matter of 
right, to transfer to some other Railway. But the Gov- 
ernment of India reserve the right to transfer such officers 
in the exigencies of service, to any other Railway or pro- 
ject in or out of India Officers will be liable to serve in 
the Stores Department of the State Railways if and when 
called upon to do so. 

7. The relative seniority of officers appointed under rule 
S(i) will ordinarily be determined by their order of merit 
in the competitive) examination. The Government of 
India, however, rose-ve the right of fixing seniority at 
their discretion in individual cases. They also reserve the 
right of assigning to officers appointed under rules 8 (iik 
(iii) and (iv) positions in the seniority list at thefr d 
tion , 

8. The following are the rates of pay admissible to 
officers appointed in India to the Electrical Engineering 
Department of the Superior Revenue Establishment of 
State Railways — 

Junior Scale:— Rs. 850—350—880—380—80—590— 

E . B .- — 30—770—40 — 850. 

Senior Scale: — 11s 000 (1st to 6th year) 40—1,000— 
1,000—1,050—1,050—1,100—1,100—1,150. 

Junior Administrative Grade: — Rs. 1,800 — 00 — 1,G00. 

Note.— Probationary officers will start on the minimum 
ot the J unior scale and will count their service for incre- 
ments from the date A f joining. 

9. The increments will bo given for approved service 
only, and in accordance with the rules of the Depart- 
ment, 

10. Promotions to the administrative grades are de- 
pendent on the occurrence of vacancies in the sanctioned 
establishment ana are made wholly by selection; mere 
seniority is oonsiderea to confer no claim for promotion. 

8, 8. RAMABTTBBAN, Secy. 
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MINISTER or WORKS, MIKES AND POWER 

New Delhi, the August 1949 
No. E. 3(97). — The Central Engineering Service, Class I, 
Recruitment Rules are published below for general 
information : — 

THE CENTRAL ENGINEERING SERVICE, CLASS T, 
RECRUITMENT RULES 
PART I 

GENERAL 

1. These rules may be called tbe “Central Engineering 
Service, Class 1, Recruitment Rules ’’ 

2. In these Rules, unless there is anything repugnant in 
the subject or context, — 

. (a) “The Service’’ means the Central Engineering 
Service, Class I 

(b) “Scheduled Castes’’ means any of the castes men- 
tioned in the Government of India (Scheduled Caste's) 
Order, 1936. 

(o) “Government” means the Government of India, 
(d) The “Commission” means the Federal Public 
Service Commission. 


PART II 
Recruitment 

8, Pecruitrnent to the Service, shall be made by any 
of following methods : - — 

(1) By competitive examination in India in accordance 
..with Part III of these Rules. 

(2) By promotion m accordance with Part IV of these 
Rules. 

(8) By transfer in accordance with Part V of these Rules 
of an officer in the Government service in India. 

4. (1) All appointments to the Rorvice or to posts borne 
upon the cadre of the Service shall be made by Govern- 
ment. 

(2) Subject to the provisions of rule 8 Government shall 
determine the method or methods of, recruitment to be 
employed for the purpose of filling any particular vacancies 
in the Service or such vacancies thcrem as may be required 
to be filled during any particular period and the number 
of candidates to be recruited by ‘each method: 

Provided that all recruitment by competitive 
examination (vide Part III of the rales) shall be to the 
grade of Assistant Executive Engineer, Class I only. 

Seventy-five per cent, of the vucancies in the grade of 
Executive Engineer, Class I, shall be filled by promotion 
of Assistant Executive Engineers, Class I, the rest of the 
vacanoies being filled by promotion and 1 or by transfer in 
accordance with Paris IV and V of the Rules respectively. 

5. Appointment to the Service made otherwise than by 
promotion will be governed bv the principles laid down, 
in the Government of India, Ministry of Home Affairs 
Resolution No. 10/10/47-Esls.(R), dated the 21st August 
1947 (regarding communal representation in the Central 

--Services) and the supplementary instructions issued in 
contjufition therewith. 


PART HI 

Recruitment by Competitive Examination in India 

6. A competitive examination for admission to the 
Service shall bo held in India at such time and place or 
places as Government may prescribe by notice issued 
through the Commission. Every such notice will, when 
possible, announce the number of vacancies to be filled 
on the results of the Examination. 

7. The maximum number of candidates to be admitted 
to any examination may in the discretion of Government 
be limited to such number, not being less than 200, as 
Government, may decide. If a limit is imposed and the 
number of candidates exceeds that limit, the Commission 
shall select from th e applicants those who shall he 
admitted to the examination, and in doing so shall have 
regard to the suitability of the applicants and to the ade- 
quate representation of the various communities and 
provinces of India. 

8. A candidate must be either— 

(a) a national of the Indian Dominion by birth or by 
domicile, or 

(b) a ruler or a citizen of an Indian State which has 
acceded to the Dominion of India, or 

(e) a person of Indian descent, or a ruler or a citizen 
of an Indian State which has not acceded to the 
Dominion of India, or a citizen of th e Pakistan 


Dominion or of any other territory adjacent to 
India, in whose favour a declaration of eligibility 
has been issued by the Government of the 
Dominion of India, 

Note. — A candidate who was domiciled in Pakistan areas but 
who has migrated from such areas before tha 30th September 1948 
with the intention of permanently settling down In India, will be treat- 
ed as a person domiciled m India and no declaration of eligibility for 
appointment to the Servioe under the Indian Dominion in roepeot of 
such a person will be necessary. 

9. A candidate must be in good mental and bodily 
health and h'e e from any physical defect likely to inter- 
fere with the efficient performance of the duties of a 
member of the Service, and a candidate who is found after 
examination by a Medical Board not to satisfy these 
requirements will hot be appointed. Only those candidates 
who are likely to be considered for appointment will be 
physically examined.* 

10. A candidate must furnish to the Commission suoh 
evidence ns may be required to show than he is of good 
character and prim a facie suitable for admission to the 
examination. Success in the examination confers no 
right to an appointment unlesb Government are satisfied, 
after such enquiry as may be considered necessary, that 
the candidate is suitable in all respects for appointment) 
to the Service. 

11. A candidate must have attained the age of 20 and 
not have attained the age of 25 on the date prescribed 
for this purpose in the Notice of the examination issued 
by the Commission. A candidate belonging to a Scheduled 
Caste must have attained the age of 20 and must not have 
attained the age of 28 on tho prescribed date. 

These age-limits apply whother or not a candidate is 
already in Government service. 

12. (i) A candidate shall apply to bo admitted to the 
examination before such date, in such manner and in suoh 
form as tho Commission may prescribe: 

^'Provided that a candidate who is in tho permanent 
or temporary service of the Central Government or of a 
Provincial Government shall apply to the Commission for 
admission to the examination through the head of his 
department or office who shall forward his application to 
tha Commission unless he refuses his consent to the 
application. 

(ii) No candidate may make more than cue application 
in respect of any one occasion on which an examination 
is hold. 

13. A candidate must — 

(i) have passed sections A and B of the Associate 

Membership Examination of the Institution of 
Engineers (India) or have any other educational 
qualifications recognized by that Institution as 
exempting from passing these sections, vide 
Appendix 1 ; or 

(ii) have obtained an engineering degree of on© of the 

Universities mentioned in Appendix II under the 
conditions prescribed in that Appendix ; or 

(iii) have passed the Assooiateship Examination of 
the City and Guilds Institute (Imperial College 
of Science and Technology, South Kensington) 
in Civil Engineering; or 

(iv) have passed the Associate Examination of 
Bengal Engineering College in Mechanical 
Engineering; or 

(v) have obtained the B.Se. degree in Engineering 
of Aligarm Muslim University: 

Provided that in exceptional oases the Commission may 
treat a candidate, who has not any of the foregoing 
qualifications, as a qualified candidate provided that ha 
is recommended by the Central Government or a Provincial 

•In order to prevent disappointment candidates are advised to 
have themselves examined by a Government medical officer of the 
standing of a Civil Surgeon before applying for admission to the exami- 
nation. Particulars of the nature of tlie medical test to whloh can- 
didates will be submitted before appointment and of the standards 
required oan be bad from the Commission. 

’’The submission ol applications by persons in Government ser- 
vice is further governed by the Government Servants Applications tor 
Posts Central Servioes /Railway Services Rules [published with the 
Government of India, Home Department/Rftilway Department. (Rail- 
way Board) Notification No. 189/13 E#t»,/No. E. 34-RRI. dated the 
8th December 1943/22nd January 19BB os amended from time to time) 
and the corresponding rules made by Provincial Government#. 
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Government and has passed examinations conducted by (e) If no action is taken by Government under sub- 
other institutions the standard of which in the opinion of rule (b) or ( o ) or (d) of this ride, the period after the 
the Commission justifies his admission to the examination. prescribed period of probation shall bo treated as an 

engagement from month to month terminable on either 

14. No candidate shall be admitted to the competitive side on the expiration of one calendar month’s notice in 
examination unless he holds a certificate of acceptance for writing. 

admission granted by the Commission. 


The deciFkm of the Commission as to the eligibility or 
otherwise of a candidate for admission to the competitive 
examination shall be final. 

15. No recommendations except those invited in the 
form of application shall be taken into consideration. Any 
attempt on the part of a candidate to obtain support for 
hig candidature by other means may disqualify him ior 
admission, 

16. Candidates must pay such examination- fees as' 
Government may prescribe (see Part A, Schedule I). 

No olaim for a refund of any of these fees will ordinarily 
be entertained, nor can they be held in reserve for any 
other examination or selection. 

17. Examinations under Ibis Part of these Rules shall 
be conducted by the Commission in the manner prescribed 
in Part B of Schedule I. 

18. if the examination held under this Part of thebe 
Rules is a combined examination for the purposes of 
making recruitments to more than one Service or Depart- 
ment the following provisions shall apply: — 

(i) Any person may apply to be admitted as a 

candidate for appointment in all or any of these 
Services or Departments for which he is eligible. 
If he wishes to compete for appointment in more 
than one Service or Department he shall state on 
his application form which Services or Depart- 
ments he wishes to compete for and the order of 
his preference between them and in such case 
only one application form will be necessary and 
one payment of fees referred to in rule 16 (and 
Part A of Schedule 1) will be sufficient. 

(ii) Government shall assign successful candidates to 
each Service or Department on a consideration of 
all circumstances including any personal pre- 
ference expressed by the candidate. 

19. After every examination the Commission shall make 
a list of the competitors in order of their merit as diselosod 
by the aggregate marks finally awarded to each competitor, 
and in that order, so many competitors up to the number 
of vacancies announced under rule 6 above, as are found 
by the Commission to be qualified by the examination and 
are considered by Government to be suitable in all other 
respects shall be appointed subject to the provisions of 
Rule 5 above, 

20. (a) The selected candidates shall be appointed as 
Assistant Executive Engineers on probation for two years. 
Their pay shall commence from the date of appointment 
under these Rules and their service for increments, leave 
and pension bhall count from the same date. In the ovent 
of more than one candidate being appointed, their seniority 
inter ee shall be determined according to their position in 
the competitive examination. 

(b) On the completion of the period of probation, the 
Assistant Executive Engineers shall, if considered fit for 
permanent appointment, be confirmed in their appoint- 
ments. 

(c) The Government may extend the period of two 
years specified in sub-rule (a) above. 

(d) If on the expiration of the period of probation 
referred to in sub-rule (a) above or of any extension thereof 
under sub-rule (c) above, as the case may be, the Govern- 
ment are of opinion that an Assistant Executive Engineer 
is not fit for permanent employment or if at any time 
during such period of probation or extension they are 
satisfied that an Assistant Executive Engineer will not be 
fit for permanent appointment on the expiration of such 
period or extension, they may discharge the Assistant 
Executive Engineer or pass such order as they think fit. 


PART IV 

Recruitment by Promotion 

21. (1) No Assistant Engineer, Class II shall bo pro- 
moted us Assistant Executive Engineer, Class I, 

(2) Recruitment by promotion to the Grade of Executive 
Engineer, Class I Bhall be made by selection from among 
permanent Assistant Engineers in the Central Engineering. 
Service, Class II, after consultation with the Commission. 
No officer shall have any claim to such promotion as of 
right. 

(3) No Assistant Engineer shall be eligible for promotion 
to the Service, unless he — 

(a) would, but for age, be qualified for admission to 

the competitive examination under Part 111 of 
these Rules; 

(b) has rendered at least three years’ service in a 
permanent or temporary capaoity as an Asmtans 
Engineer and Subordinate under the tral 
Government; and 

(c) satisfies the Commission that be is in every ► 
respect. Buitablo for appointment to the Service. 

(4) It shall not be necessary to consult the Commission, 
under this rule, in tb© case of any person, if the Com- 
mission had been consulted in connection with Ms 
temporary promotion to the Service. 

PART V 

Recruitment by transfer of an officer in Government 
Service in India 

22. The Government may, in special cases and after 
consulting the Commission, transfer an officer in Govern- 
ment service in India to the Service : 

Provided that an officer of the Indian Service of Engi- 
neers or of the Royal Engineers may bo appointed to a post 
borne upon the cadre of the Service wilhout consultation 
with the Commission. 

SCHEDULE I 
Part A— Fees (vide Rulo 1C) 

1. Candidates must pay the following foes- — 

A. To the Commission — 

(i) a consolidated application and examination fee of 
Rs. 82-8-0 (Rs. 20-10-0 in the case of can ates 
belonging to the Scheduled Castes) with the 
application. 

(A treasury receipt or crossed Indian postal orders only 
for this amount will he accepted by the Commission. The 
Commission cannot accept the fee in cash, or by money 
order or by cheque.) 

B. To the Medical Board — - 

Rs. 16 before examination by a Medical Board (only 
for candidates being considered for appointment). 
(Candidates are required to pay their medical fee 
in cash to the Medical Board concerned at the 
time of their medical examination). 

No claim for a refund of those fees null ordinarily be 
entertained, nor can they bo held in reserve for any other 
examination or selection. A refund of Rs. 75 (Rs. 18-12-0 
in (he case of candidates belonging io Scheduled Castes) 
will however bo made to a candidate who has paid the 
consolidated fee of Rs. 82-8-0 (Rs. 20-10-0 in the case of 
candidates belonging to Scheduled Castes) but who is not 
admitted to the examination by the Commission. 

Note. — The Commission may at their discretion remit the proscribed 
fee where they are satisfied that the applicant is a bona-flede refugee and 
fi not in a position to pay the presented fee. 
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Paht B — Standard and Syllabus (vide Buie 17) 

2. The examination will include the following subjects 
each of which will carry the number of marks shown 
against it: — 


£a) Compulsory — - 


Mauxs 


1. English (including Essay and Precis Writing) . 

2. Geiieral Knowledge . 

3. Applied Mechanics (including Strength of Materials 

and Theory of Structures) .... 

4. Construction ....... 

(i) Building materials. 

(ii) Design of structures, 

(i it) Genoral principles governing the design of 
railways, roads, harbours and other works. 

5. Surveying ........ 

0. Sanitary Engineering and Water Supply 

7. Viva. Voce ........ 

(6) Optional — 

Any two of the following Subjects ’. — 

1. Physios (inoluding Electricity and Magnetism) 

2. Prime Movers ..... , 

3. pauhos and Hydraulio Machines 

4. otrioal Engineering ...... 

0. Arohitecture and Town Piamiing .... 


100 

100 

200 

200 


100 

100 

300 


100 

100 

100 

100 

100 


3. A candidate must produce a certificate that he Iirh 
undergone satisfactory training in Survoying, including 
practical surveying, in a college or institution recognised 
by the Commission for the purpose of admission lo the 
competitive examination for the Service. The training 
must be equivalent to that given in the full course for a 
degree or diploma in Civil Engineering. The certificate 
must be signed by the Principal of, or the head of the 
department of Survoying in, the oollege or institution. 


For this purpose the Commission will ordinarily accept 
a certificate from any college or institution mentioned in 
rule 13 of the foregoing Itules or in Appendices l and II, 
'or from any college which is affiliated to any IJuivoisity 
mentioned in the same Buie and Appendices. The Com- 
mission, however, reserve to themselves the power not to 
accept any certificate if they are satisfied that the practical 
training referred to therein falls short of the requirements 
of tlqo Service, and their decision in the matter will be 
final. 


4. The standard and syllabus of the examination shall 
be determined by tho Commission and the Commission 
shall, if they think it desirable, determine what shall be 
the qualifying marks in all or any of the subjects of the 
examination . 


A 5. If, owing to the large number of candidates appear- 
ing. the Commission consider it impracticable to examine 
all idates in Viva Vooe, the Commission may, in Iheir 
liscreijion, after the written marks have been compiled, 
summon for examination in Viva Voce only those candi- 

‘■es who havo obtained in the written examination tho 
qualifying marks which may he prescribed by the Com- 
mission, provided that the marks secured by the candi- 
’.te in the written examination shall not he disclosed to 
the members of the Board convened to conduct the Viva 
Voce examination. 

6. No candidate will be considered to have qualified at 
the examination unless he obtains at least, (i) 40 per cent, 
of the total marks for the compulsory subjects excluding 
Viva Vocc and (ii) 35 per cent, of the total marks for the 
Viva V oce test. 

7. From the marks assigned to candidates in each 
subject suoh deduction will be made as the Commission 
may Consider necessary in order to securo that no credit 
is allowed for merely superficial knowledge. 

8. If a candidate’s handwriting is not easily legible a 
deduction will be made on this account from the total 

las otherwise accruing to him. 

9. Credit will be given for orderly, effective and exact 
expression combined with due economy of words, in all 
the subjects of the examination. 


SCHEDULE II 


Brief particulars regarding the Central Engineering 
Service, Class I 

1. Persons recruited to the Service under Part HI of 
the Buleg shall he on probation for a period of at least 
two years and they will receive pay in the time scale of 
Be. " 350—350 — 380 — 880 — 30 — 590— E. Pi. — 30 — 770 — 40— 
860. On completion of the probationary period, if they 
have passed tho prescribed departmental examinations and 
are considered tit for permanent appointment, they will 
be confirmed as Assistant Executive Engineers. 

2. The Service comprises a number of superior posts as 
follows : — - 


Its. 

X Executive Engineer* . 000 ‘ill — -1,000 — 1,000 — 1,050--- 

1,050— 1,100— 1,100—1, 150. 


II. Administrative (Selec- 
tion) posts — ■ . 1,300- - 60 — 1,000. 

Superintending Engineers (») 2,000—125 — -2,250. 

Chief Engineer . . f I i ) 1,800 — -100 — 2,0110. 

3. Provident Fund. — Officers entering tho Sendee, will 
be eligible to join the General Provident Fund and will be 
governed by the Buies regulating that Eund. 


APPENDIX I 

List of Examinations recognised by the Institution of 
Engineers (India), as exempting from sections “A” and 
“B” of the Associate Membership Examination. 

[Vide Eule 13(i)] 


Institution of Civil En- 
gineers, London. 
Institute of Mechanical 
Engineers, London. 
Institution of Eleotrical 
Engineers, London, 
Oxford 

Cambridge 
St. Andrews . 

Glasgow 

Edinburgh 

Dublin 

MoGill University . 

Montreal 

Durham 


London 


Victoria University 

(Manchester) 


Birmingham 


Liverpool 


Leeds 


Sheffield 


Bristol 


Sections A and B of the Associate Mem- 
bership Examination. 

Sections A and B of tho Associate Mem- 
bership Examination. 

The Associate Membership Examination. 

B.A. with Honours in Engineering Science 
Pinal Honours School. 

B.A. (Honours) Mechanical Soiences Tripos 
B.Sc. in Engineering, 

B.Sc. in Engineering. 

B.8c. in Engineering. 

B.A, I. (Ordinary, or with Honours in 
Engineering). 

B.So. in “Civfl” or “Mechanical” or "Elec, 
trical ” or “ Metallurgical” or “Mining' 
Engineering (Honours or Ordinary’ 
Degree). 

B.Sc. in “ Civil ” or " Mechanical ” or 
” Eloctrical " Engineering, or in “ Naval 
Architecture ” (Honours or Ordinary 
Degree). 

B.Sc. (External and Internal Degree) in 
Engineering [not including the B.So, in 
Engineering (Metallurgy)] (Honours or 
Ordinary Degree). 

B.Sc. (Internal) in Engineering (Mining) 
(obtainod in or after 1920), 

B.Sc, (External) in Engineering (Mining) 
(Hons. Degree obtained in or after 
1935). 

B.Sc. Tech. (Ordinary Course Division I) 
in Electrical Engineering. 

B.So. Tech. (Ordinary Course Division II) 
in Electrical Engineering. 

B.So. Tech. (Higher Course Honours Divi- 
sion Ordinary Course, Division I) in 
Municipal Engineering, 

B.Sc. Tech. (Ordinary Course Division I) 
in Mechanical Engineering. 

B.So. in Engineering (Honours Degree 
or Ordinary Degree from 1925 onwards). 
B.So. Tech, in “ Mechanical ” or 11 Eleo- 
trioal ” Engineering. (Honours Divi- 
sion in the Final Examination) , 

B.So. in “ Civil ” or “ Mechanical ” or 
“ Eleotrical ” Engineering (Honours or 
Ordinary Degree!. 

B.Eng. in “ Civil ** or “ Mechanical " or 
“ Marino ” or “ Electrical ” Engineering 
or “ Naval Architecture ” (Honours or 
Ordinary Degree). 

B.Sc. in “ Civil ” or “Mechanical” or "Eloo- 
trioal ” Engineering (Honours or Or- 
dinary Degree), 

B. Eng, in “ Civil " or “ Mechanical ” ‘ 

“ Eleotrical " Engineering (Honours 
Degree or Ordinary Degree with a First 
Class in the Final Examination will not 
bo required in the caso of degrees ob- 
tained in or after June 1930). 

B. E. (Met.) Hons. Degree onlv. 

B.Sr, in “ Civil " or “ Meohanioal ” or 
“Eleotrioal ” Engineering (Honours or 
Ordinary Degree). 
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Wales .... 

B.So. in " Civil ” or 11 Mechanical ” or 
“ Electrical ” Engineering. 

National University of 

B.E. 

Ireland. 

Queen’s University 

B.So. in Engineering. 

(Belfast). 

Sydney .... 

B.E. in “ Civil " or in Mechanical end 
“ Electrical ” Engineering. 

Melbourne 

B.C.E., B.Meeh. E. or B.E.E. 

New Zealand 

B.E. in “ Civil” or“ Meohanioal ” or” Elec- 
trical ” Engineering. 

B.E. in “ Civil", “ Mechanical " or “ Elec- 
trical ” Engineering. 

Adelaide 

Queensland 

B.E. in “ Civil ” or in “ Mechanical ” and 
“Electrical ” Engineering. 

Western Australia . 

B.E. 

South Afrioa . 

B.Sc. in Engineering (until 1921). 

Cape Town . 

B.So. in Engineering. 

B.Sc. in " Civil ” or “ Mechanical " and 
“ Eleotrical ” Engineering. 

Witwatersrand 

Calcutta 

B.E. Examination in Civil or Mechanical 
or Electrical Engineering. 

B.Met, and B.E. (Mot.) Degrees. 

Bombay 

B.E, Examination, 

Madras 

B.E. Examination. 

Benares Hindu Univer- 

B.So. Examination in Engineering. 

sity. 

B.So. (Mining). 

Patna .... 

B.So. in Engineering. 

Rangoon 

B.So. in Engineering. 

Mysore .... 

B.E. in Civil, Mechanical or Electrical 
Engineering. 

Punjab .... 

B.Sc. in Engineering. 

Osmania University 

B.E. 


(Hyderabad). 

Travancore University . B.So. (Ena.) Degree. 

♦East Punjab Engineer- B.So. in. Engineering. 

ing College, Roorkee. 

Diploma* in Engineering: — 

City and Guilds (Engineering) College, Kensington. 

Univorsity College, London. 

King’s College, London. 

City and Guilds of London Institute , Technical College , 
Finsbury. — Diploma or Higher Certificate (three years’ 
courso) if taken by Matriculated Students or Students 
who have passed the Institution Studentship Exami- 
nation or its recognised equivalent. 

Royal Technical College , Glasgow . — Final Diplonn 
Examination in Mechanical or Eloctrioal Engineering 
provided an approved Matriculation Examination has been 
passed before beginning tho course. 

Thomason Civil Engineering College, Roorkee. — .Diploma 
in Civil Engineering (formerly Assistant Engineer's Certi- 
ficate). 

Indian Institute of Science, Bangalore . — Diploma in 
Eloctrioal Technology or in Electrical Communication 
Engineering. 

Manchester.— Certificate in Technology, Mechanical or 
Electrical Engineering. 

Funjab College of Engineering and Technology ( formerly 
Maclagan Engineering College), Moghalpvra. — “A” Class 
Diploma in the First Division (65 per cent, or more marks) 
and in tho Honours Division (80 per cent, or more marks) 
in (i) Mechanical Engineering, and (ii) Electrical Engineer- 
ing from 1935 

College of Engineering and Technology, Jadavpur, 

Bengal . — Diploma in Mechanical Engineering and 
Electrical Engineering from 1941 onwards, provided the 
candidates have passed Inter. Examination in Science of a 
recognised University with Physics, Chemistry and 
Mathematics. 

College of Engineering and Technology, Jadavvur, 

Bengal— Diploma in Chemical Engineering from 1941 
onwards, provided the candidates have passed the Inter. 
Examination in Science of a reoognizod University with 
Physics, Chemistry and Mathematics. 

Degree Course (without regard to whether the candidate 
has passed the Intermediate Examination or not) or the 
Special Degree Examination. 

Diploma of the Faraday House, London, as obtained by 
actually passing the Examination of the Faraday House. 

College of Engineering and Technology, Bengal . — A pasB 
in Degree Course (without regard to whether the candidate 
has passed the Intermediate Examination or not). 

•(So long a» the College if allowed to utilize all the equipments 
and the laboratories of the Thomason Civil Engineering College, Roor- 
kee). 


A pass in the Special Degree Examination. 

School of Military Engineering, Roorkee . — Engineer 
Officers’ Supplementary Engineering Course. 

The Delhi Polytechnic and the All-India Diploma in 
Engineering when passed after completing the course of 
study. 

tleriot Watt College, Edinburgh — Associatoship in Elec 
trical Engineering. 

FI aval Officers: — 

Examination which qualifies ns Lieutenant (E) Boyal 
Naval College, Greenwich: — 

Professional Certificate for Constructors. 

APPENDIX L (b) 

List of Diplomas or Degrees of American Engineering 
Institutions the Curricula of which have been accredited 
by the E.C.P.D. and holders of which have taken a full 
four years' course of studies in such institutions and have 
had at least four years’ experience in Practical Engineer- 
ing and which have been exempted from Sections A 
and B of the Associate Membership Examination of the 
Institution of Engineers (India). 

(Subject to periodic revision) 

Akron, University of . — Electrical (o), (tnec leal, 

industrial and aeronautical options) (o). 

Alabama Polytechnic Institute. — Civil, electrical, 

mechanical. 

Alabama, University of. — Aeronautical, civil, electrical, 
industrial, mechanical, mining. 

Alaska, University of — Civil, mining (including 

metallurgical and geological options). 

Arizona, University of. — Civil, electrical, mechanical, 
mining, 

Arkansas , University of. — Civil, electrical, mechanical. 
Brooklyn, Polytechnic Institute of — Chemical (day and 
8-year evening), civil (a), electrical (a), mechanical (a). 

Brown University. — Civil, electrical, mechanical. 

Bucknell University. — Chemical, civil, electrical, 

mechanical, 

California, Institute of Technology . — -Aeronautical (6= 
and 6-year course), chemical (5-yoar course), civil, 
electrical, mechanical. 

California , University of. — Civil, electrical, mechanical, 
metallurgical (metallurgy), mining, petroleum. 

Carnegie Institute of Technology — -Chemical (c-r), 
civil (a), electrical ( a,c-r ), industrial (management) (a, c-r), 
mechanical ( a,c-r ), metallurgical (a,o-r). 

Case Institute of Technology. — -Chemical, civil, electri- 
cal, mechanical, metallurgical 

Catholic University of America. — Aeronautical, arch 1 

tccturn), civil, elcctrionl, mechanical. 

Cincinnati, University of — -Aeronautical (c), chem (c), 
civil (o), electrical (c), mechanical (c). 

Citadel, The. — Civil. 

Clarkson College of Technology. — -Chemical, civil, elec- 
trioal, mechanical. 

Olemson Agricultural College. — Civil, electrical, mecha- 
nical. 

Colorado School of Mines. — Geologioal, metallurgical, 
mining, petroleum. 

Colorado State College. — Civil, electrical, mechnnioal. 
Colorado, University of.— Architectural, civil, electrical, 
mechanical (includes aeronautical option). 

Columbia University . — Chemical (6), civil (6), elec- 
trical (t>), industrial ( b ), mechanical ( b ), metallurgical (b), 
mining (6). 

Connecticut, University of.— Civil, electrical, mechanical. 
Cooper Union School of Engineering . — Chemical (d), 
civil (d), electrical (d), mechanical (d). 

Cornell University .—Chemical, civil, electrical, indus- 
trial (administrative), mechanical. 

Dartmouth College. — Civil. 

Delaware, University o/.— Chemical, civil, electrical, 
mechanical. 

Denver, University of.— Eleetrioal, 
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Detroit, University of .— Aeronautical (c-r), architech- Montana State College .—Civil electrical mechanical 
tural i (c-r), chemical (c-r), civil (c-r), electrical (c,-r) .. , , T , . J yivn, eiecxnoai, mecnnmcal. 

mechanical ( c-r ). '' . Nebiaska, University of. — Agricultural, arclutectur 


tural i (c-r), chemical (c-r), civil (c-r), electrical (c-r) 
mechaimcal (c-r). ' 

Dretccl Institute of Technology . — Chemical (c-r), civil 
(c-r), eleclricul (c-r), mechanical (c-r). 

Dulie University.— Civil, electrical, mechanical. 

Florida, University of. — -Chemical, civil, electrical, 

industrial, mechanical. 


George Washington University .—Civil, electrical, 
mechanical. 

Georgia School of Technology — Aeronautical, ceramic 
(c-r), chemical (including co-operative curriculum) (c-r), 
civil (c-r), electrical (c--r), mechanical (c-r). 

Harvard University (d).— Civil, communication, elec- 
trical, industrial (engineering and business administration), 
j, mechanical, metallurgical (physical metallurgy), sanitary.’ 

f Idaho, University of . — Civil, electrical, mechanical, 
metallurgical (metallurgy), mining (including geographical 
option). ' ‘ " 

Illinois Institute atj Technology ( Armour College of 
liny, veering) (g).- — Chemical, civil, electrical, mechanical. 

Illinois, University of. — -Architectural, ceramic (techni- 
cal option), chemical, civil, railway civil, electrical, railway 
cli ical, general (/) mechanical, railway mechanical, 
merailurgioaJ, mining. 

loivo State College. — Agricultural, uichitecturul, cera- 
mic, chemical, civil, electrical, general (/) mechanical 

Iowa, State University of. — Chemical, civil, electrical, 
mechanical. 

Johns Hopkins University. — Chemical, civil, electrical, 
mechanical. 

Kansas, State College. — Agricultural, architectural, 
civil, electrical, mechanical. 

Kgrisas, University of. — Architectural, civil, electrical, 
mechanical, mining. 

Kentucky, University of. — Civil, electrical, mechanical, 
metallurgical, mining. 

Lafayette College. — Civil, electrical, industrial (adminis- 
trative), mechanical, metallurgical, mining. 

Lehigh University . — Chemical, civil, electrical, indus- 
trial, mechanical, metallurgical, mining. 

Louisiana Slate University. — Chemical, civil, electrical, 
mechanical, petroleum. 

Louisville , , University of, — Chemical (c-r), civil (c-r), 
electrical (e-r), mechanical (c-r). 

Maine, University of. — Civil, electrical, general (/), 
mechanical . 

Manhattan College,,— Civil, electrical. 


Nebraska, University of. — Agricultural, architectural, 
civil, electrical, mechanical. 

Nevada, University of. — Electrical, mechanical, mining 

Kew Hampshire, University of.— Civil, electrical, 

mechanical. 

Dew Mexico College of Agricultural and Mechanic Arts.— 
Civil, electrical, mechanical. 

De tv Mexico Schoo 1 of Mines- — Geological, mining, 
petroleum. 

New Mexico, University of— Civil, electrical, mechani- 
cal. 

New York, College of the City of — -Civil (a), electrical 
(ii), mechanical («) 

New York State College of Ceramics. — -(At Alfred Uni- 
versity); Ceramic. 

New York University . — Aoroiiauticu 1 . chemical (day and 
7-ycar evening), civil (a), electrical (a), industrial 
(administrative), mechanical (a). 

Newark College of Engineering — (' vil (c-r), electrical 
(c-r), mechanical f c-r). 

North Carolina State College ,. — Cer >mic, oivi 1 , electrical, 
mechanical. 

North Dakota Agricultural College,— Architectural, 

mechanical. 

North Dakota, University of. — -Civil , electric il, mechani- 
cal, mining. 

Northeastern University . — Ohomioal (c), civil (a), elec- 
trical (c), industrial (c), mechanical (r). 

Northwestern University. — Chemical, civil, electrical, 
mechanical. 

Norwich University. — Civil, electrical. 

Notre Dame, University of.— Aeronautical, civil, elec- 
trical, mechanical, metallurgical (metallurgy). 

Ohio State University. — Ceramic, chemical, civil, elec- 
trical, industrial, mechanical, metallurgical, mining (mine). 

Oklahoma Agricultural and Mechanical College,. — Civil, 
electrical, industrial, mechanical. 

Oklahoma, University of . — Architectural , chemical, 

civil, electrical, mechanical, petroleum. 

Oregon State College. — Chemical, civil, electrical, 
mechanical. 

Pennsylvania State College. — Architectural, ceramic 
(ceramics), chemical, civil, e'ectreal, luel technology, 
industrial, mechanical metallurgical (metal'urgy), mining, 
petroleum and naturn 1 car, sanitary, 

Pennsylvania, Univers ity of. — Chemical, civil, electrical, 


Marqutte University . — Civil (c), electrical (c). mechani- 
•"1 (?)- 

lland, University of. — Chemical, civil, electrical, 
neqfianical. 

Massachusetts Institute of Technology —Aeronautical 
building and construction, chemical, civil (includes option 
in Sanitary engineering), electrical (c-r), general ( f ), indus- 
trial (business and engineering administration), mechani- 
cal (c-r), metallurgical (metallurgy), naval arehitecture 
and marine engineering (including marine trnnsportat'ou). 

Hvfichigan, College of Mining and Technology .—Chemical. 
civil, electrical, mechanical, metallurgical, mining. 


Michigan State College.— Civil, electrical, mechanical. 

Michigan, University of.— Aeronautical, chemmal, civil, 
electrical, engineering, mechanics mechanical, metal- 
lurgical, naval architecture and marine eng- nearing, trans- 
portation. 

Minesota, University of. — Aeronautical, chemical, civil, 
electrical, mechanical," metallurgical, mining, petroleum. 

Mississippi State College.— Civil, electrical, mechanical 

Missouri School of Mines ami Metallurgy —Ceramic, 
rciyil, electrical, metallurgical, mining (mine) (including 
petroleum option) 

Missouri , University of. — Chemical, civil, elcctrcal, 


mechanical. 

Montana School of Mines.— (Geological, metallurgical, 

mining. 


mechanical. 

Pittsburgh, Universal/ of. — -Chemical (c-r), civil (c-r), 
electrical (c-r), industrial (c-r), mechanical, metallurgies’ 
(c-r), muring (c-r), petro’eum (c-r). 

Pratt Institute.— Electrical, mechanical. 

Princeton Univern'ly — Chemical, civil, electrical, 
mechanical. 

Purdue University -Aeronautical, chemical, civil, elec- 
trical, mechanical, metallurgical. 

Rensselaer Polytechnic Institute —Aeronautical, chemi 
cal, civil, electrical , industrial, mechanical, metallurgical. 

Pth ode Island State College .—Civil, electrical, mechani- 
c/d. 

Pice Institute .- — Chemical, civil, electrical, mcchaiecah 

Rochester, University of. — -Chemical, mechanical. 

Bose Polytechnic, Institute.— Civil, electrical, mechani- 
cal. 

Rutgers University —Civil, electrical, mechanical, wmi- 

tnrv. . 

Santa Clara, University of. — Civil, electrical, meoh mien 

South Carolina, University of — Civil, electrical. 

Smith Dakota State College.— Civil, electrical, rnechani 
cal. 

South Dakota Slate School o) Mines.— Cud. electrical 
general (f) metallurgical, mining. 
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Southern California, I niversity of —Civil, electrical, 
mechanical, petroleum. 

Southern Methodist University — Civil ( o-r ), electrical 
(o-r), mechanical (c-r). 

Stanford University. — Civil, electrical, mccbanictil 

metallurgical, mining, petroleum 

Stevens Institute of Technology — funeral (t>). 
Swarthmore College — Civil, electrical mechanical 

Syracuse University — Chemical, civil, o'eetricnl, indus- 
trial (administrative), meohnmoal, 

Tennessee , University of .- — Chemical, civil, electrical, 
mechanical 

Texas , Agricultural and Mechanical College of — Aero 
nautical, chemical, civil, electrical, mechanical, petroleum 
A and 5-year courses) 

Texas College of Mines and Metallurgy — Mining (mining 
option, mining geology, metallurgy option). 

Texas Technological College.— Civil, electrical, mechani 
cal 

Texas, University of — Architectural, chemical, civil, 
electrical, mechanical, petroleum (petroleum production!. 

Toledo, University of — General (c-f) 

Tufts College. — Civil, e'eetrical, mechanical 
TulaMe University of Louisiana. — Civil, electrical 

mechanical. 

'l'ulsn, University of — Petio’eum (including options in 
refining and production) (c-f) 

Union Co'lege --Civil, el cot real 

United States Coast Guard \cadcmy —General (f) 

Utah Stale Agricultural College — Civil 
Utah, University o/.— Civil, clectiical, median cal, 
metallurgical, mining 

Vanderbilt University —Civil, elediicnl, mechanical 
Vermont, University of.— Civil, electrical, mechanical 
Vtllanova College —Civil, electrical, mechanical 
Virginia Military Institute —Civil, electrical. 

Virginia Polytechnic Institute —Ceramic, chemical 

civil, electrical, industrial, mechanical 

Virginia, University of -Chemical, civil, electrical, 

mechanical. 

Washington, State College of —Architectural, civil, elec- 
trical mechanical (basic option), metallurgical, mining^ 
Washington University — Archil ectnral, civil, electrical, 

industrial’ (administrative), mechanical 

Washington , University of — Aeronautical, ceramm. 
chemical, civi 1 , electrical, mechanical, metallurgical, 
mining. 

Wayne University — Civil, electrical, medianical 

Webb Institute of Naval Architecture — Naval nrchitec 
Cure and marine engineering 

West Virginia University —Civil, a'octrical, mechanical 
mining. 


ceased with the 1948 list Until such time as reasonably 
normal educational activities in the chemical engineering 
holds ha vi been resumed and re-examinations made no 
current lid for this division ot engineering wj'l be 
published 

(a) Accrediting applies to the day and evening cur- 
ricula. 

_ (b) Accrediting applies to the 4 year and 5 year cur- 
ricula leading to the bachelor ot science degree 

(c) Accrediting applies to the co operative curriculum 
only. 

(c-r) Accrediting applies to both the co-opcrutive and 
regular curricula. 

(<7) Accieditmg applies to day and to 6 yem evening 
uirrn ula m the Cooper Union School of Engineering as 
submitted to E.O.P.t). 

(a) Accrediting applies only to curriculum as submitted 
to ECPD and upon completion of which a certificate is 
issued by Harvard University certifying that the student 
has pursued buch a curriculum 

(/) The accrediting of n curriculum m general Engineer- 
ing implies satisfactory training in engineering sciences 
and in the basic subjects pertaining to several fie" of 
engineering; it does not imp'v the accrediting, as sei ,te 
curricula of those component portions of the curriculum 
such as civil, mechanical, or electrical engineering that 
usually arc offored as complete professional curricula 
leading to degrees iu these particular fields 

(</) On Tuly 24, 1940, Illinois Institute of Technology, 
was formed by the consolidation of Armour Institute of 
Technology and Lewis Institute Curricula now listed 
undor Illinois Institute of Technology were listed under 
Armour Institute of Technology before October 24, 1940 


Inst of Accredited Curricula of Technical Institute Type 

Academy of Aeronautics ( LaGuardia Field, N.Y ).— 
Aircraft design and construction (resident full time pro- 
grams and res dent part time evening programs) aircraft 
mechanics ami maintenance (resident iul 1 time programs 
and resident part time evening programs). 

Aeronautical Institute Hawthorne, Calif — Electrical 
engineering 

Aeronautical University, The ( Chicago , III ) — Aero- 

nautical engineering drafting. 

Bliss Electrical School ( Washington D.C.) — -Funda- 
mentals of industrial electrical engineering 

Capitol Radio engineering Institute ( Washington , D 
(1 .) — Residence course in practical radio engineering, cor- 
respondence course in practical radio engineering 

Franklin Technical Institute (B oslon, Mass) — Indus- 
trial electricity 

Wentworth Institute (Boston, Ma sh).— Machine con- 
struction and lool design, steam and diesel engineering, 
architectural construction, electrical construction 


Wisconsin, University of — Chemical, civil, electrical, 
meohnnical, metallurgical, mining 

Worcesters Polytechnic Institute ■ — Chemical, civil, eloc- 
trical, mechanical 

Wyoming, University of — Civil, electrical, mechanical 

Yale University. — -Chemical, civil, electrical, mechani- 
cal, metallurgical (metal'iirgy). 


Explanatory Notes 

With the ext eption of I he chern cal engineering curricula, 
this list is corrected up to Ottobar 24, 1947, and is subject 
to continual revision I' applies only to curricula whiol 
have been inspected by the commitloe on engineering 
schools whether conducted un the usual plan ot opevatioi 
or on the accelerated plan At the request of Ihe Council 
of the American Institute of Chemical Engineers due to 
the effects of the war upon education in chemical engineer- 
ing, all nocrediting of chemical engineering < uvriculu 


APPENDIX n 

List of University degrees which will be recognised for 
admission to the examination 
[ Vide Rule 18(H)! 

Cambridge — Ordinary degree 15 A. in Engineering, 
provided the graduate has passed in the principal subjects, 
Engineering I, Engineering II and Engineering III. 

Glasgow — B.Rc in Naval Architecture (Honours or 
ordinary degree). 

Durham — B So in Marine Engineering 

Aberdeen -B Sc in Engineering (Honours oi ordinary 

degree). 

Note. — T he abovo degrees will bo accepted only if token after 
three years’ study and the passing of the regular examinations in the 
several Universities. The conditions as to three years’ study will not, 
however, apply to Indians who, having taken an Indian dogree, which 
exempts them from part of the University course, shall have taken 
one of the above degress in less than throe years in accordance with 
Ihe regulations of the University concerned. 
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No. E, 3(97) Tho Central Electrical Engineering 

Service, Class I, Recruitment Rules am published beLow 
lor general information : — ■ - 

T HE CENTRAL ELECTRICAL ENGINEERING 
SERVICE, CLASS 1, RECRUITMENT RULES. 

PART I 

General 

1. These rules may be culled the “Contra) Electrical 
Engineering Service, Glass I, Kectuitment Rules’ . 

2. In these Ruieb, unless there is anything repugnant in 
the subject or context, 

(a) “Tho Service’’ means the Centrul Electrical Engi- 
neering Service, Class 1 . 

(b) “Scheduled Castes” menus auy oL the castes men- 
tioned in the Government ol India (Scheduled Castes) 
Order, 1936, 

(c) "Government" means the Government of India. 

(d) The “Commission” means the E’edoral Public 
Service Commission. 

PART 1 II 

Recruitment 

3. Recruitment to the Service shall be made by any 
ol tire following methods: — 

(1) By competitive examination in India in accordance 
with Part III of these rules. 

(2) By promotion in accordance with Part IV of these 
Rules. 

(3) By transfer in accordance with Pait V of these Rules 
of an officer in the Government service in Hidia. 

4. (1) Ail appointments to the Service or to posts borne 
upon the cadre of the Service shall be made by Govern- 
ment. 

(2) No appointment shall be made to the Service or to 
any post borne upon the eadro of the Seivico by any 
mothod not specified in Rule 3. 

Provided that the officers named m the Notification 
No. E-4, dated the 3rd July 1941) of the Government of 
India, Ministry of Works, Mines and Power shall bo 
deemed to have been duly appointed to the Service. 

(3) Subject to the provisions of sub-rule (2), Govern- 
ment shall determine the method or methods of recruit- 
ment to bo employed tor the purpose ol filling any 
particular vacancies in the Service or such vacancies 
therein as may be required to be filled dining any' parti- 
cular period and the number of candidates to bo recruited 
by each method. 

Provided that all recruitment by competitive examin- 
ation (vide Part III of the rules) shall be to the grade of 
A |ant Electrical Engineer Class I only. 

Seventy-five per cent, of the vacancies in the grade of 
EleetrieuL Engineer, Class 1, shall be tilled b r y promotion 
of Assistant Electrical Engineer, Class 1, the rest of the 
vacancies being filled by promotion and/or by transfer in 
accordance with Paris IV and V of tho rules respectively. 

6. Appointment to the Service made otherwise than by 
promotion will bo governed by the principles laid down 
in the Government of India, Ministry of Home Affairs 
Resolution No. 16/10/47-Ests.(R), dated the 21st August 
1947 (regarding communal representation in the Central 
Services) and the supplementary instructions issued in 
connection therewith. 

PART III 

Recruitment by Competitive Examination in ftuHa 

6. A competitive examination for admission to the 
Service shall be held in India at such time and place or 
places as Government may prescribe by notice issued 
through tho Commission. Every such notice will, when 
possible, announce the number of vacancies to be filled 
on the results of the examination. 

7. The maximum number of candidal es to be admitted 
to any examination may in tho discretion of Government 
i)e limited to such number, not being loss than 20(L as 


Government may decide. If a limit is imposed and the 
number of candidates exi eeds that limit, the Commission 
shall select irom the applicants those who shall be 
admit tea to tho examination, and in doing so shall have 
regard to the suitability of the applicants and to the ade- 
quate representation ot tho various communities and 
provinces of India. 

8. A candidate must be either— 

(u) a national of the Indian Dominion by biith or by 
domicile, or 

(b) a ruler or a Citizen oi. an Indian (State which has 
acceded to the Lomnuon of India, or 

(c) a parson ol Indian descent, or a ruler or a citizen 

of an Indian State wlncli has not acceded to the 
Dominion oi Imlhq or a citizen of the Pakistan 
Dominion or ol any other territory adjacent to 
India, in whoso favour a declaration oi eligibility 
has been issued by the Government of the 
Dominion ol India. 

Note.- -A candidate who was domiciled m Pakistan ureas but 
who has migrated, from such ureas bcioie the 30th September 194b 
with the intention ol permanently settling down in India will be treat- 
ed as a person domiciled in India and no declaration oi eligibility for 
appointment to tho Service under the Indian Dommion in respect ol 
*uen a person will be necousary, 

9. A candidate must be m good mental and bodily 
health uud tree from any physical defect likely to inter- 
fere with the efficient perlormaucc ot the duties of a 
member of the Service, uud a candidate who is found after 
(-xu munition by a Medical Board not to aatigfy these 
requirements will not be uppomted. Omy those candidates 
who are nkely to be considered ior appointment will be 
physically examined.* 

10. A candidate must furnish to the Commission such 
evidence as may be required to show that he is of good 
character uud ; prnna facie suitable Jor admission to the 
examination. buceess in the examination centers no 
right to an appointment unless Government arc satisfied, 
alter such enquiry us may be considered uecessaiy that 
the candidate is suitable in al) respects ior appointment 
to Hie Service. 

If. A candidate must have attained the age of 20 and 
not have attained the age of 25 on the date prescribed 
tor this purpose in tho Notice ol tho examination issued 
by tho Commission. A candidate belonging to u Scheduled 
Guste mubt have attained the age of 20 and must not have 
attained the age of 28 on the proscribed date. 

These uge-Jimits apply whether or not a candidate is 
already in Government service. 

12. (i) A candidate shall apply to be admitted to the 
examination before such date, m such manner and in such 
foim as the Commission may prescribe. 

•■'•'Provided that a candidate who is in tlie permanent 
or temporary service ot the Central Government or of a 
Provincial Government shall apply to the Commission for 
admission to the examination through the head of his 
department or office who shall forward his application to 
the Commission unless he refuses his consent to the 
application. 

(ii) No candidate may make more than one application 
in respect of any one occasion on which an examination 
is hold. 

13. A candidate must — 

(i) have pabsed sectiotib A and Si of the Associate 
Membership Examination of the Institution of 
Engineers (Indiu) or have any othor educational 
qualifications recognized by that Institution as 
exempting from passing these sections, vide 
Appendix I; or 


♦In order to prevent disappointment candidates are advisod to 
hnvo tliemaelvea examined by a Government medical officer of tho 
standing of a Oivil Surgeon before applying for admission to the exam- 
ination. Particulars of the naturo of tho medical test to which candi- 
date? will be submitted before appointment and of tho standards 
required can bo had from tho Commission. 

**Tho submission of applications by persons in Government Servioo 
is further governed by tho Government Servants Applications for Post* 
Central Sorvicos/Railways Services Rules [published with tho Govern- 
ment of India Home Hepnrimont/Railway Department (Railway 
Hoard) Notification No, 180/43-Esls/No, E. 34-RRI, dated the 8th 
December 1943/22nd January 1935 as amended from time to time], and 
tho corresponding rules in ado by Provincial Governments. 
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(iij have obtained an engineering degree ot one of the 
Lfnrvorsitios mentioned in Appendix II under the 
conditions prescribed in that Appendix, or 

(iii) have passed rbe Assooisteship Examination oi 
the City and Guilds Institute (Imperial College 
of Science und Technology, South Kensington) 
in Civil Engineering , or 

(iv) have passed the Associate Examination ot 
Bengal Engineering College in Mechanical 
Engineering ; or 

(v) have obtained the B.Sc. degree in Engineering 

oi A'igarli .Muslim University. 

Provided that in exceptional cases the Commission may 
treat a candidate, who hub not any ot the foregoing 
qualifications, as a qualified candidate provided that he 
is recommended by the Cei trul Government oi a Provincial 
Government arid lias passed examinations eonducied by 
other institutions the staudaiil ot which in the opinion of 
the Commission justifies his admission to the examination 

14 No candidate shall be admit tad to the competitive 
examination unless he holds a certificate of aeeeptnneo for 
admission granted by the Commission. 

The decision of the Commission as to the eligibility or 
otherwise of a candidate lor admission lo the competitive 
examination shall be final 

lfi. No recommendations except those invited in the 
form of application shall be taken into consideration. Any 
attempt on the part ot a candidate to obtain support ioi 
his candidature by other means may disqualify lurn lor 
admission. 

16. Candidates must pay such examination fees us 
Government may prescribe (so a Part A, Schedule I), 

No claim for a refund of any of these fees will ordinarily 
be entertained, nor can they be held in reserve for any 
other examination or selection. 

17. Examinations under this part ot these Rules shall 
be conducted by the Commission in the manner prescribed 
in Part B of Schedule 1. 

18. If the examination held under this part of these 
Rulos is a combined examination for the purposes o I 
making recruitments to more (ban one Service or Depart- 
ment the following provisions shall apply — 

(1) Any person may apply to be admitted as a 
candidate for appointment in all or any ot these 
services or departments for which he is eligible 
It he wishes to compete lor appointment m mote 
than one Service or Department he shall state on 
bis application form which Services or Depart- 
ments he wishes to compete foi and the order ot 
hib preference between them and in such case 
only one application toim will bo necessary and 
one payment of fees referred to in rule 16 (and 
Part A of Schedule 1) will be sufficient 
(ii) Government shall assign successful candidates to 
each Service or Department on a consideration of 
all circumstances including any personal prefer- 
ence expressed by the candidate. 

19 After every examination the Commission shall make 
a list ot the competitors in order ot their merit as disclosed 
by the aggregate marks finally awarded to each competitor, 
and in that order, so many competitors upto the number 
of vacancies announced under iule 6 above, as aro found 
by the Commission to be qualified by the examination and 
are considered by Government to be suitable in all other 
respects shall bo appointed subject to the provisions or 
Rule 5 ubove. 

^0 (a) The selected candidates shall be appointed ns 
Assistant Electrical Engineers on probation for two years. 
Their pay si mil commence from the date of appointment 
under these rules and llioir service for increments, leave 
and pension shall count from the same date. In the event 
of more than one candidate being appointed, their senioritv 
inter tie shall bo determined according to their position in 
the competitive examination. 

(b) On the completion of the period of probation, the 
Assistant Electrical Engineers shall if considered fit for 
permanent appointment, be confirmed in their appoint- 
ments. 


(e) The Government may extend the period of two 
yearn specified in bub-rule (a) above. 

(d) If on the expiration ot the period of probation 
referred to in sub-rule (a) above or ot any extension thereof 
under sub-rule (e) above, as the case may be, the Govern- 
ment are ot opiniou that an Assistant Electrical Engineer 
is not fit tor permanent employment or if at any' time 
during such period ol probation or extension they are 
satisfied that an Assistant Electrical Engineer will not be 
fit foi permanent appointment on the oxpirulion of such 
penod or extension, they may discharge the Assistant 
Electrical Engineer or pass such order as they think fit. 

(e) If no action is taken by Government under sub- 
lule (b) or (c) or (d) ot this mlo, the period after the 
prescribed period ot probation shall be treated as an 
engagement from mouth to month terminable on either 
side on the expiration of one culondar month’s notice in 
writing. 


PA UT IV 

Recruitment by Promotion 

21. (I) No Assistant Engineer, m the Central Electrical 
Engineering Service, Class II, shall be promoted hb 
zissislant Electrical Engineer, Class I, 

(2) Recruitment by promotion to the Grade of Elei al 
Engineer, Class I shall be made by selection from among 
permanent Assistant Engineers in the Central Electrical 
Engineering Seiviee, Class II, after consultation with the 
Commission. No office] shall have any claim to such 
promotion us ol right. 

(8) No Assistant Engineer shull be eligible for promotion 
to the Service, unless he — 

(a) would, but foi uge, be qualified lor admission to 
the competitive examination under Part III of 
those rules; 

(b) has rendered at least three years service, in a 
peimuneut or temporary capacity, as an Assistant 
Engineer oi as an Assistant Engineer and Sub- 
ordinate under the Central Government; and 

(e) satisfies the Commission that ho is in every 
respect suitable for appointment to the Service. 

Provided that where an Assistant Engineer in the 
Central Electrical Engineering Service, Class II, does not 
possess the educational qualifications prescribed in 
Part III of these rules but possesses special experience in 
some particular line of Electrical or Mechanical Engi- 
neering, a g Air conditioning, he may, with the approval 
oi the Federal Public Service Commission, bo selected for 
recruitment by promotion to this Service. 

(4) It shall not be necessary to consult the Commission, 
under this rule, in the case ot any person, if the Com- 
mission had been consulted in connection with his 
temporary promotion to the Service. 

PART V 

Recruitment by transfer of an officer In Government 
Service In India 

22 The Government inny, in special cases and after 
consulting the Commission, transfer an officer in Govern- 
ment service in India to the Service: 

Provided that an officer of the Indian Service of Engi- 
neers or of the Royal Engineers may be appointed to ft post 
borne upon the cadre of the Service without consultation 
with the Commission. 


SCHEDULE I 
PauT A — FwEs (vuln Rule 16) 

1. Candidates must pay the following foes:.— 

A. To the Commission— 

(i) a consolidated application and examination fee of 
Rs. 82-8-0 (Rs 20-10-0 m the case of candidates 
belonging to the scheduled castes) with the 
application. 

(A treasury receipt ot crossed Indian postal orders only 
for this amount will be accepted by the Commission. The 
Commission cannot accept the fee in cash, or by money 
order or by cheque.) 
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B. To tlie Medical Board — 

Its. 16 beloro examination by a Medical Board (only 
ior candidates being considered tor appointment) 
(Candidates are required to pay Iboir medical it e 
in oash to the Modioal Board concerned at tlie 
time ot their medical examination), 

No claim for a rotund ot those tees -will ordinarily bo 
entertained, nor can they bo held in reserve for an\ other 
examination or selection. A rotund of lib. 7,1 (Rs, 18-12-0 
in the oaso ot candidates belonging to scheduled castes) will 
however be made to u candidate who hah paid the. con- 
solidated fee oi Its. 82-8-0 (Rb. 20-10-0 in the ease of 
candidates belonging to scheduled castes) but who is not 
admitted to the examination by the Commission. 

Nona, — The Commission may at their discretion remit the pros- 
cribed tee where they are satisfied that the applicant is a bona fide 
refugee and is not in a position to pay the prescribed fee. 

Part B— - Standard and Hu-l Amin ( vide Rule 17) 

2. The examination will include the following subject* 
each of which will carry the number oi marks shown 
against it : — ■ 


( a ) Compulsory— 

Subjects No. of 

MAKJvS 

I English (including Essay and Precis writing) . . 100 

2. General Knowledge ...... 100 

3. Electrical Engineering ...... 200 

4. Mechanical Engineering ..... 200 

6 . Applied Mechanics (including strength of materials 

and Theory of Structures) ..... 200 

0 . Viva Voce ........ 300 

(b) Optional — 

{Not more than two of the following subjects ). — 

X. Physics (including Electricity and Magnetism) . . 100 

2. Electrical Communication Engmcering . . . 100 

3. Prime Movers ....... 100 

4. Applied Mathematics ...... 100 

5. Hydraulics and Hydraulic Machines . . . 100 


8. The standard and syliabus ot the examination shall 
be determined by the OommisHion and the Commission 
shall, if they think it desirable, determine what shall, lie 
the qualifying marks m all oi any of the subjects ot the 
sxamination. 

4. If, owing to the large number of candidates appear- 
ing, the Commisteiou consider it impracticable to examine 
all candidates in viva voce, the Commission may, in (heir 
discretion, aftci the written marks have been compiled, 
summon ior examination in viva voce only those candi- 
dates who have obtained in the written examination tlm 
qualifying murks which may be prescribed by the Com- 
mission, provided tbut the marks secured by the candi- 
dates in the written examination ahull not be disclosed to 
the members of the Board convened to conduct ike viva 
voce examination. 

5. No candidate wild be considered to have qualified at 

the examination unices he obtains at least (i) 40 per cent, 
o: e total marks for the compulsory subjects excluding 

Viva voce and (ii) 85 per cent, of the total murks tor tla’ 
viva voce test. 

6. From the marks assigned to candidates in each 
subjept such deduction will be made us the Commission 
illay consider necessary in order to secure that no credit 
is allowed for merely superficial knowledge. 

7. If a candidate's handwriting is not easily legible 
'deduction will be made on this account from the total 
ibarks otherwise accruing to him. 

8. Credit will be given for orderly, effective and exact 
expression combined with due economy of words, in uti 
the BubjectB oi the examination. 

SCHEDULE II 

Brief particulars regarding the Central Electrical 
Engineering Service, Class I 

1. Persons recruited to the Service under Part III of 
the Rules shall bo on probation lor a period of at least 
two years, and they will receive pay iti the time scale of 
Rb. ' 850 — 850—880—880-^-30 — 600 — E.JL— 4)0— 770 — 40— 
850. On completion of the probationary period, if they 
have passed the prescribed departmental examinations and 
are considered fit for permanent appointment, they will 
be confirmed as Assistant Electrical Engineers. 
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2 . The Centra) Electrical Engineering Service. Cluss 1, 

1 om prises a number ot superior posts as follows.- — 

its. 

I. Eloetricm Engineer . . 00(1—40 — 1,000 -1,000—1,050— 

1,050 — 1,100—1.100—1,150. 

II. Administrative (Rolootiou) posts— 

Superintending Engineers . 1,300—00—1,000. 

8 . Provident. Fund. — Officers entering the Central 
Electrical Engineering Service, Class L, will bo eligible to 
join the General Provident Fund and will be governed by 
the rules regulating that Knud. 

APPENDIX 1 

List of Examinations recognised by the Institution of 
Engineers (India), as exempting from sections “A” and 
"B" of the Associate Membership Examination. 

[Vide Rule 18(i)] 

Institution of Civil Kn- Sootions A and B of tho Aaaociato Mem- 
giuoers, London. berBhlp Examination. 

Institute of Meohanioal Sections A and B of the Associate Mem- 
Engineers, London. bership Examination. 

Institution of Eleotrioal The Associate Membership Examination. 
Engineers, London. 

Oxford . , . B.A. with Honours in Engineering Soienoe 

Final Honours School . 

Cambridge . . . B.A. (Honours) Meohanioal Soienoe* Tripos, 

St. Andrew* . . B. 80 , in Engineering. 

Glasgow . . , B. 80 . In Engineering. 

Edingburgh . . B.So. in Engineering, 

Dublin . . . B.A. I. (Ordinary, or with Honour* in 

Engineering) . 

McGill University B. 80 . in "Civil” or “Meohanioal’’ or “Eloo- 

(Montreal) trical” or “Metallurgical” or ‘'Mining" 

Engineering (Honours or Ordinary 
Degree). 

Durham . . . B. 80 . in "Civil” or “Meohanioal” or “EI©e* 

trioa!’ ’ Engineering, or in "Naval Ar- 
chitecture” (Honours or Ordinary Degree). 
London . . B.So. (External and Internal Degree) in 

Engineering [not including the B. 80 . in 
Engineering (Metallurgy)) (Honours or 
Ordinary Degree). 

B.So. (Intomal) in Engineering (Mining) 
(obtained in or aftor 1926). 

B. 80 . (External) in Engineering (Mining) 
(Hons. Degree obtained in or after 
1936). 

Victoria University B.So, Tech. (Ordinary Course Division I) 
(Man.-hoster) in Eloctrioal Engineering, 

B.Ko. Tech. (Ordinary Course Division II) 
in Electrical Engineering. 

B.So. Tech. (Higher Course Honours Divi- 
sion Ordinary Course, Division I) in 
Municipal Engineering. 

B. 80 . Tech. (Ordinary Course Division I) 
in Mechanical Engineering. 

B.So. in Engineering. (Honours Degree 
or Ordinary Degree (lorn 1926 onwards). 

B.»So. Tech, in “Meohanioal” or "Eleotriool” 
Engineering. (Honours Division in the 
Final Examination). 

Birmingham . . B.Sc. in “Civil” or '‘Meohanioal” or “Elec- 

trical” Engineering (Honours or Ordinary 
Degree). 

Liverpool . . B. Eng. in “Civil” or "Moohanioal" or 

“Marine” or “Elootrical” Engineering or 
"Naval Aroliitooture” (Honours or 
Ordinary Degree). 

Leeds . . . B.So. in “Civil” or “Moobanjoal” or “Elec- 

trical” Engmeorxng. (Honours or Or- 
dinary Degree). 

Sheffield . . . B. Eng. in “Civil” or “Meohanioal” or 

“Eleotrioal” Engineering. (Honouri 
Degree or Ordinary Degree with a first 
Class in the final Examination will not 
be required in the oaae of degrees obtained 
in or after June 1030). 

B. E. (Met.) lions. Degree only. 

Bristol , B.Sc. in ‘‘Civil” or ‘'Moohanioal” or “Eleo- 

trioal” Engineering (Honours or Ordinary 
Degree). 

Wales . . . B.So. in ‘ ‘Civil” or “Meohanioal” or “Eloe- 

trical” Engineering. 

National University of B.E. 

Ireland. 

Queen’s University B.So. in Engineering. 

(Belfast). 

Sydney . . . B.E. in “Civil” or in “Meohanioal” and 

“Electrical” Engineering. 

Melbourne . . . B.O.E., B. Meoh. E„ or B.E.E. 

New Zealand . . B.E. in “Civil” or “Meohanioal” or 

“Eleotrioal” Engineering. 

Adelaide . . . B.E. in “Civil”, “Meohanioal” or “Eleo- 

trioal” Engineering. 

Queensland . . . B.E. in “Civil” or in "Mechanical” and 

“Eleotrioal” Engineering, 

Western Australia B.E. 
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South Africa 
Cape Town 
Wi twaterarond 

Calcutta 


Bombay,, . 

Madraa . 

Benares Hindu Univer- 
sity 
Patna 
Kangoon 
Mysore 

Punjab 

Osmania University 
(Hyderabad). 
Travanoore University 


B.So. in Engineering (until 1921). 

B.So. m Engineering. 

B.So. in “Civil” or “Meobanioal" and 
“Eleotnoal” Engineering. 

B.E. Examination in Civil or Meahanioal or 
Eleotnoal Engineering. 

B. Mot, and B. E- (Met.) dogreoa. 

B.E. Examination. 

B.E. Examination. 

B.So. Examination in Engineering 

B.So. (Mining). 

B.Se. in Engineering. 

B.Su. in Engineering. 

B.E. in Civil, Mechanical or Eleatriaal 
Engineering. 

B.So. m Engineering 
B.E. 


B.Se. (Eng.) degree. 


•Bast Punjab Engineer- B.So. in Engineering, 
mg College, Kaorkee. 


Diplomat, in Engineering : — 

City and Guilds (Engineering) College, Kensington. 

University College, London. 

King’s College, London. 

City and Guilds of London Institute, Technical College, 
Einsbuiy. — Diploma or Higher Certificate (three years 
course) d taken by Matriculated btudents or btudents tv ho 
have passed the Institution Studentship Examination or 
its recognised equivalent. 

Hoyul Technical College, Glasgow .—Eme.1^ Diploma 
Examination in Mechanical or Electrical Engineering 
provided an approved Matriculation Examination lias been 
passed before beginning the course, 

Thomason Civil Engineering College, Boorkee. Diploma 
in Civil Engineering (formerly Assistant Engineer’s Certi- 
ficate). 

Indian Institute of Science, Bangalore. — Diploma ui 
Electrical Technology or in Elcotrical Communication 
Engineering. 

Manchester.—' Certificate in Technology, Mechanical or 
Electrical Engineering, 

Punjab College of Engineering and Technology (formerly 
Maclagan Engineering College), Moghalpura. A Class 
Diploma in tire first division (65 per cent, or more marks) 
and in the Honours Division (80 per cent, or more marks) 
in (i) Mechanioal Engineering, and (ii) Electrical Engineer- 
ing from 1965. 

College of Engineering and Technology, Jadavpur 

Bengal. — Diploma in Mechanioal Engineering and 

Electrical Engineering from 1941 onwards, provided the 
candidates have passed Inter Examination in boience of u 
recognised University with Physios, Chemistry ami 
Mathematics. 

College of Engineering and Technology, Jadavpur, 

Bengal.— Diploma in Chemical Engineering from 1941 
onwards, provided the candidates have passed the Inter- 
Examination in Science of a recognized University witii 
Physics, Chemistry and Mathematics. 

Degree Course (without regard to whether the candidate 
has passed the Intermediate Examination or not) or the 
Special Degree Examination. 

DipJoma of the Faraday House, London, as obtained by 
actually passing the Examination of the Faraday House. 

College of Engineering and Technology, Bengal. A pass 
in degree course (without regard to whether the candidate 
has passed the Intermediate Examination or not). 

A pass in the Special Degree Examination. 

School of Military Engineering, Boorkee.— Engineer 
Officers Supplementary Engineering Course. 

The Delhi Polytechnic and the All-India Diploma in 
Engineering when passed after completing the course of 
study. 

Heriot Watt College, Edinburgh. — Assooiateship in Elec- 
trical Engineering. 


•(So lone as the College to allowed to utilize oil the equipments 
and the laboratories of the Thomason Civil Engineering College, Roor- 
kee.) 


Naval Officers : — 

Examination which qualifies as Lieutenant (E) Koyai 
Naval College, Greenwich: — . 

Professional Certificate lor Constructors. 

APPENDIX 1 (b) 

List of Diplomas or Degrees of American Engineering 
Institutions the Curriculla of which have been accredited 
by the E.C.P.D. and holders of which have taken a full 
four yiara, course of studies in such institutions and have 
had at least four years, experience in practical Engineer- 
ing and which have been exempted from flections A 
and B of the Associate Membership examination of the 
Institution of Engineers (India). 

(Subject to periodic revision) 

Akron, University of.— Electrical (c), (mechanical, 

industrial and aeronautical options) (c). 

Alabama Polytechnic Institute. — Civil, electrical, 

mechanical. 

Alabama, University of.— Aeronautical, civil, electrical, 
industrial, mechanical, mining. 

Alaska, University of. —Civil, mining (including 

metallurgical and geological options). 

Arizona, University of. — Civil, eleotrical, mecha 
mining 

Arkansas, University of. — Civil, electrical, mechanical. 
Brooklyn, Polytechnic Institute of. — Chemical (day aiv' 

8 -year evening), civd (a), electrical (a), mechanical 

Brown, University .—Civil, eloctrioal, mechanioal. 

Buckuell University.- — Chemical, civil, electrical, 

mechanical. 

California, Institute of Technology. — Aeronautical (5- and 
0-ycar course), chemical (5-yo.ir course), civil, electrical, 
mechanical. 

California, University of. — Civil, oleotrioal, mechanioal, 
metallurgical ("metallurgy), mining, petroleum, 

Carnegie , Institute of Technology. — Chemical (c-r), 
civil (a), electrioai (a, c-r), industrial (management) (a, c-r), 
mechanical (a, c-r), metallurgical (a, c-r). 

Case Institute of Technology. — Chemical, civil, electrical, 
mechanical, metallurgical. 

Catholic, University of America. — Aeronautical, archi- 
tectural, civil, electrical, mechanical. 

Cincinnati, University of. — Aeronautical (o), ohemioal (o), 
civil (o), electrical (o), mechanical (o). 

Citadel, The.— Civil. 

Clarkson, College of Technology. — Chemical, civil, eleo- 
trical, mechanical. 

Clemson Agricultural College.— Civil, electrical, mecha- 
nical. 

Colorado School of Mines. — .Geological, metallurgical, 
mining, petroleum. 

Colorado State College. — Civil, electrioai, mechanioal. 
Colorado, University of. — Architectural, civil, electrical, 
mechanical (includes aeronautical option), 

Columbia University —Chemical ( b ), civil (6), elec- 
trical ( b ), industrial (6), mechanical ( b ), metallurgical (b), 
mining (b). 

Connecticut, University of.— Civil, electrical, mechanioal. 
Cooper Union School of Engineering — Chemical (d), 
civil (d), eleotrical (d), mechanical (d). 

Cornell University .—Chemical, civil, electrical, indus- 
trial (administrative), mechanical. 

Dartmouth College. — -Civil, 

Delaware, University of . — Chemical, civil, electrioai, 
mechanical. 

Denver, University of. — Electrical. 

Detroit, University of . — Aeronautical (c-r), architec- 
tural (c-r), chemical (c-r), civd (c-r), electrical (c-r), 

mechanical (c-r). 

Drexel Institute of Technology. — Chemical ( c-r ), civil 
(c-r), electrioai (c-r), mechanical (c-r). 

Duke University. — Civil, electrical, mechanical. 

Florida, University of.— Chemical, civil, electrical, 

industrial, mechanical. 
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George Washington University — Civil, olectrioal 

mechanical. 

Georgia School of Technology. — Aeronautical, ceramic 
(o-r), chemical (including co-operative cunieulum) (c-r), 
civil (c-r), electrical (c-r), mechanical (c-r). 

Harvard University (d). — Civil, conuuunication, elec- 
trical, industrial (engineering and business administration), 
mechanical, metallurgical (pbvsioal metallurgy), sanitary. 

Idaho, University of. — Civil, electrical, mechanical, 
metallurgical (metallurgy), mining (including geographical 
option). 

Illinois Institute of Technology ( Armour College of 
Engineering ) (<7).— Chemical, civil, electrical, mechanical. 

Illinois, University o/.— Architechtural, ceramic (techni- 
cal option), chemical, civil, railway civil, electrical, railway 
electrical, general (/) mechanical, railway mechanical, 
metallurgical, mining. 

Iowa State College.— Agricultural, architectural, cera- 
mic, chemical, civil, eloctrioal, general ( f) mechanical. 

Iowa, State University of. — Chemical, civil, electrical, 
mechanical. 

Johns Hopkin a University . — Chemical, civil, electrical 
mechanical. 

sa«, State College.— Agricultural, architectural 
civiiy electrical, mechanical. 

Kansas, University of. — Architectural, civil, electrical 
moehanicat, mining. 

Kentucky, University of. — Civil, electrical, mechanical, 
metallurgical, mining. 

Lafayette College. — Civil, electrical, industrial (adminis- 
trative), mechanical, metallurgical, mining. 

Lehigh University. — Chemical, civil, electrical, indua 
trial, mechanical, metallurgical, mining. 

Louisiana. Slate University. — Chemical, civil, eleln'cal, 
mechanical, petroleum. 

Louisville, University of. — Chomical (c-r), civil (c-r), 
electrical (c-r), mechanical (c-r). 

Maine, University of. — Civil, electrical, general (ft, 
mechanical. 

Manhattan College. — Civil, electrical. 

Marqutte University ■ Civil (c), electrioal (c), mechani- 
cal (c). 

Maryland, University of. — Chemical, civil, electrical, 
mechanical. 

Massachusetts Institute of Technology.— Aeronautical, 
building and construction, chemical, civil (includes option 
in sanitary engineering), electrical (o-r), general (/), indus- 
trial (business and engineering administration), mechani- 
cal (c-r), metallurgical (metallurgy), naval architecture 
and marine engineering (including marine transportation). 

Michigan, College of Mining and Technology. — Chemical, 
oh (electrical, mechanical, metallurgical, mining. 

Michigan State College. — Civil, eleotrical, mechanical. 

Michigan , University of.- — Aeronautical, chemical, civil, 
electrical, engineering, mechanics, mechanical, metal- 
lurgical, naval architecture and marine engineering, trans- 
portation. 

Minesota, University erf — Aeronautical, chemical, civil, 
electrical, mechanical, metallurgical, mining, petroleum. 

Mississippi State College . — Civil, eleotrical, mechanical. 

Missouri School of Mines and Metallurgy. — Ceramic, 
civil, electrical, metallurgical, mining (mine) (including 
petroleum option). 

Missouri, University of. — Chomical, civil, electrical, 
mechanical. 

Montana School of Mines.— Geological, metallurgical, 
mining. 

Montana State College. — Civil, electrical, mechanical. 

Nebraska, University of. — Agricultural, architectural, 
civil, electrical, mechanical. 

Nevada, University of. — Electrical, mechanical, mining. 

New Hampshire, University of . — Civil, electrical, 
mechanical 

New Mexico College of Agricultural and Mechanic Arts.— 
Civil, electrical, mechanical. 
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Lew Mexico School <,f Mines. — Geological, mining, 
petroleum. 

New Mexico, University of.— Civil, electrical, mechani- 
cal. 

New York, College of the City of .~ Civil (a), electrical 
(a), mechanical (a). 

New York Stale College of Ceramics . — (At Alfred Uni- 
versity) : Ceramic. 

New York University.— Aeronautical, chemical (dav ami 
■ 7 -yeur evening), civil (a), electrical (a), industrial 
(administrative), mechanical (a). 

Newark College of Engineering . — Civil (c-r), electrical 
(c-r), mechanical (c-r). 

North Carolina State College. — Ceramic, civil, electrical, 
mechanical. 

North Dakota Agricultural College. — Architectural, 

mechanical. 

North Dakota, University of.— Civil, electrical, mechani- 
cal, mining. 

Northeastern University— Chemical (0), civil (c), elec- 
trical (o), industrial (c), mechanical (c). 

Northwestern University.— Chemical, civil, electrical 
mechanical. 

Norwich University. — Civil, electrical. 

Notre Dome. University otf — Aeronautical, civil, elec- 
trical, mechanical, metallurgical (metallurgy). 

Ohio State University.— Ceramic, chemical, civil, elec- 
trical, industrial, meohanical, metallurgical, mining (mine) 

Oklahoma Agricultural and Mechanical College. — Civil, 
electrical, industrial, mechanical. 

. Oklahoma, University of.— Architectural, chemical, 

civil, electrical, mechnnical, petroleum 

Oregon State College. — Chemical, civil, electrical 

mechanical. 

Pennsylvania State College. — Architectural, ceramic 
(ceramic b), chemical, civil, oloctrical, fuel technology, 
industrial, mechanical, metallurgical (metallurgy), mining 
petroleum and natural gas, sanitary. 

Pennsylvania, University of.— Chemical, civil, electrical 
mechanical. 

* Pittsburgh , University of .— Chemical (o-r), civil (c-r) 
electrical (o-r), industrial (c-r), mechanical, metallurgical 
(o-r), mining (c-r), petroleum (c-r). 

Pratt Institute. — Electrical, mechanical 

Princeton University.— Chemical, civil, electrical 

mechnnical. 

Purdue University . — Aeronautical, chemical, civil, elec 
trical, mechanical, metallurgical 

Rensselaer Polytechnic Institute. — Aeronautical, chemi 
cal, civil, electrical, industrial, mechanical, metallurgical 

Rhode Island State College.- — Civil, electrical, meehani 
cal . 

Rice Institute. — Chemical, civil, electrical, mechanical 

Rochester, University of. — Chemical, mechanical. 

Rose Polytechnic Institute — Civil, eloctrioal, mechani- 
cal. 

Rutgers University .—Civil, olectrical mechanical, sani- 
tary. 

Santa Clara, T r niversity of.- -Civil, electrical, nieehnuica!. 

South Carolina, University of. — Civil, electrical. 

South Dakota State College — Civil, electrical, mechani- 
cal. 

South Dakota State School of Mines.— Civil, electrical 
general (/) metallurgical, mining. 

Southern California, University of. — Civil, electrical 
mechanical, petroleum. 

Southern Methodist University — Civil (c-r), electrical 
(c-r) , mechanical (c-r). 

Stanford University. — Civil. electrical, mechnnical 
metallurgical, mining, petroleum. 

Stevens Institute of Technology — General (b) 

Swarthmore College. — Civil, electrical, mechanical. 
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Syraouxe University . — Chemical, civil, electrical, indus- 
trial (administrative), mechanical. 

Tennessee, University erf — Chemical, civil, electrical, 
mechanical. 

Texas, Agricultural and Mechanical C ollege of. — Aero- 
nautical, chemical, civil, electrical, mechanical, petroleum 
(4 and 5-year courses). 

Texas College of Mines and Metallurgy —Mining (mining 
option), mining geology, (metallurgy option). 

Texas Technological College.— Civil, electrical, mechani- 
cal. 


(a) Accrediting applies to the day and evening cur- 
ricula. 

( b ) Accrediting applies to the 4-year and 5-yoar cur- 
ricula loading to the bachelor of science degree. 

(c) Accrediting applies to the co-operative curriculum 
only. 

(c-r) Accrediting applies to both the co-operative and 
regular curricula. 

(d) Accrediting applies to day and to 0-yaar evening 
curricula in the Cooper Union School of Engineering as 
submitted to E.O.P.D. 


Texas, University of. — Architectural, chemical, civil, 
electrical, mechanical, petroleum (petroleum production) 

Toledo, University of — General ( c-f ). 

Tufts College. — Civil, electrical, mechanical. 

Tulane University of Louisiana.— C ivil, electrical, 

mechanical. 

Tulso, University of — Petroleum (including options in 
raiining and production) (c-r) 

Union College. — Civil, electrical. 

United States Coast (hnnil Academy. — General (/). 

Utah State Agricultural ('allege. — Civil 

Utah, University of — Civil, electrical, mochariical, 
metallurgical, mining. 

Vanderbilt University. — Civil, electrical, mechanical 

Vermont , University of — ’Civil, electrical, mechanical. 

Villanova College. — Civil, electrical, mechanical 

Virginia Military Institute,. — .Civil, electrical. 

Virginia Polytechnic, Institute. — Ceramic, chemical, 
civil, electrical, industrial, mechanical. 

Virginia, University of — Chemical, civil, electrical, 
mechanical, 

Washington, State College of— Architectural, civil, elec- 
trical, mechanical (basic option), metallurgical, mining 

Washington University. — Architectural, civil, electrical, 
industrial (administrative), mechanical. 

Washington. University of— Aeronautical, ceramic) 
chemical, civil, electrical, mechanical, metallurgical, 
mining. 

Wayne University. — Civil, electrical, mechanical. 

Webb Institute of Naval Architecture — Naval architec- 
ture and marine engineering. 

West Virginia University. — -Civil, electrical, mechanical, 
mining. 

Wisconsin, University of . — Chemical, civil, electrical, 

mechanical, metallurgical, mining. 

Worcesters Polytechnic Institute. — Chemical, civil, elec- 
trical, mechanical. 

Wyoming, University o/,— Civil, electrical, mechanical. 

Yale University. — Chemical, civil, electrical, mechani- 
cal, metallurgical (metallurgy). 

Explanatory Notes 

With the exception of the chemical engineering curricula, 
this list is corrected up to October 24, 1047, and is subject 
to continual revision. It applies only to curricula which 
have been inspected by the committee on engineering 
schools, whether conducted on the usual plan of operation 
or on the accelerated plan At the request of the Council 
of the American Institute of Chemical Engineers due lo 
the elleots of the war upon education in chemical engineer- 
ing, all accrediting of chemical engineering curricula 
ceased with lh e 1943 list Until such time as reasonably 
normal educational activities in the chemical engineering 
fields have been resumed and re ex immatious made, no 
current 'ist for this division of engineering will he 
published. 


(a) Accrediting npp'ics only to curriculum as submitted 
to E.C P 1) and upon completion of which a reitificate is 
issued by Harvard University certifying that the student 
has pursued such a curriculum. 

(/) The accrediting of n curriculum in general Engineer- 
ing implies satisfactory training in engineering 
sciences and in the basic subjects pertaining to several 
fields of engineering; it does not imply the accrediting, as 
separate curricula of those component portions of the 
curriculum such as civil, mechanical, or cicatrical engineer- 
ing that usually arc offored as complete professional 
curricula leading to degrees in these particular fields 

(g) On July 24, 1940, Illinois Institute of Techndlfigy 
was formed bv the consolidation of Armour Institute of 
Technology and Lewis Institute. Curricula now listed 
under Illinois Institute of Technology woro listed under 
Armour Institute of Technology before October 24, 1940. 

List of Accredited, Curricula of Technical Institute Type. 

Academy of Aeronautics (LaOuardia Field, N.Y.). 

Aircraft design and construction (resident full-time pro- 
grams and resident part-time evening programs) aircraft 
mechanics and maintenance (resident full-time programs 
and resident part-timo evening programs). 

Aeronautical Institute, Howthome, Calif.- -Electrical 
engineering, 

Aeronautical University, The ( Chicago , III) — Aerona- 
utical engineering drafting. 

Bliss Electrical School ( Washington J).C.).— Funda- 
mentals of industrial electrical engineering. 

Capital Radio Engineering Institute ( Washington , D. 

(’ )— Residence course in practical radio engineering, corres- 
pondence corn se in practical radio engineering. 

Franklin Technical Institute ( Boston , Mass.).— Indust- 
rial electricity. 

Wentworth Institute ( Boston , Mass.). — Machine con- 
struction and tool design, steam and Diesel engineering, 
architectural construction, electrical construction. 


APPENDIX n 

List of University degrees which will be recognised for 
admission to the examination 

[Vide Buie 18(ii)] 

Cambridge. — Ordinary degree B.A in Engineering, 
provided the graduate lias passed in the principal subjects, 
Engineering I. Engineering TI and Engineering ITT. 

Glasgow. — B.Sc. irt Naval Architecture (Honours or 
ordinary degree). 

Durham. — B.Sc. in Marine Engineering, 

Aberdeen. — B.Sc, in Engineering (Honours or ordinarv 
degree). 

r 

Noth. — Tho above degrees will be accepted only If taken after 
three years’ study and the passing of the regnlar examinations in the 
neverat Universitios. The conditions as to three years’ study will not 
however, apply lo Indians who, having taken an Indian degree, which 
exempts them from part of tho University course, shall have taken 
one of tho above degrees in loss than three years In aooordanoe with 
the regulations of the University concerned. 

H. C. GUPTA, Dy. Secy 



2J* 


Part 1 — Sue lj THE GAZETTE GF INDIA, SEFtNMBER 3, 1949 1217 


New Delhi , the 29tJ» August 1949 

No. EL-II-151{7j.— ( 'orriqmdnm — In the Ministi"v cd 
Workfc, Minos and l J o\vei Resolution No. EL-H-l.ll(T), 
dated the 30th Maj 1949, published at page 718 of the 
Gazette of India, Part I, Section 1, for para 2 os subse- 
quently amended hv their Corrigendum No. EL-II-161 (7), 
dated the 16th July 19441, substitute the following — 

“2. Composition of the Committee ■. 

The Committee will consist of the following: — - 

1. Shri N. N Iengnr, Chairman, Central Electricity 
Commission. 

2 Shri H. R. Bhatia. Pro | eels Engineer, East Punjab 
Electricity Branch. 

3. Shri V. E Raghavim, Project Officer, Central 
Electricity Commission. 

4 Shri H. N. Shrivaatava, Additional Chief Engi- 
neer, Posts and Telegraphs Directorate. 

5. Shri B S. Ron , Director of Telegraphs (External 
Plants), Posts and Telegraphs Directorate 


6. Shri M. B. Sarwate, Director of Communications, 
Civil Aviation Directorate. 

i Shri K. V. Vonkotachalain, Deputy Secietarv, 
Ministry of Communications 

8 Shri A. 0. Bobe, Deputy Secretary, Ministry ot 
Finance (Communications) 

9. Shri S. Neelakantam, Deputy Secretary, Ministry 
of Works, Mines and Power. 

10 Shri S. Venkatarumanan, Deputy Secretary, 

Ministry of Finance. 

Tk^ above Committee may co-opt additional members 
as may be necessary from time to timo, nominate n .Joint 
Secretary each from the Central Electricity Commission 
and the Posts and Telegraphs Directorate The Head- 
quarters of the Committee ahull be at Delhi and the Posts 
and Talegruphs Directorate will piovida secretarial 
assistance The term of office oi (he members, will he one 
year.” 

S. NEELAKANTAM, l)y. Secy. 


MINISTRY OF LABOUR 

New Delhi, the ‘Afitb August 1949 

No. LL.42(3) . — In pursuance of sub-section (4) of sec- 
tion 11 of the War Injuries (Compensation Insurance) 

Account of sums received into 


\ct, 1943 (XX1IJ of 1943), and rule 7 of the War Injuries 
Compensation Insurance Rules, 1943, the Centra] Govern- 
ment is pleased to publish the following account of the 
War Injuries Compensation Insurance Fund for ihe six 
months ending the 31st. December 1948: — 

Compensation Insurance Fund during the sir 


and paid out of the War Injuries 
months eudiiui the 31st December 1948. 


Receipts 


Uxpemfi/ure 


particulars 

Amo uni 

Progress of receipts 
upto the end of 
31-12 48 

1 

Particulars 

Amount during 
the half-year 
1-7-48 to 3i-12 48 

Progress of 
expenditure upto 
the end of 
31-12-48 



1 

R*. a. r. 




R« A Prt. 

Advan.oos of Premium 

1 

1 0,815,127 r, 8 

1 1 

l. 

Compensation under the War In- 
juries Compensation Insurance 
Scheme 

(a) 

13,377 t) 0 



1 

2. 

R-emuner atiou and expenses of * 
Government Agwxtp, etc. 

' 

03.592 9 fi 




3. 

“Expenses of the staff employed to 
do the work in the Provinces and 
at the headquarters of the Central 
Government .... 

1 

1,33,770 H (1 



1 

4 

“Expenses of the additional staff 
employed to cope with the audit 
and accounting arrangements 


1 5,51 5 5 7 




« 

Miscellaneous .... 


11,124 3 0 

Total 


0,85,127 5 8 


Total 


2,39,380 4 J 


(a) Thi 0 account, like the previous one for the six months ending 30th June 1948 notified id the Gazette of India dated 25th 
June 1949 shown the adjustments made in the books of the Accountant General, Central Revenues upto the accounts for March 1948 
.Supplementary II. Due to the non-receipt of the monthly statements of transactions under the War injuries Compensation Inenirange 
Soho me from the Provincial Aooounts Officers, the Accountant General, Central Revenues could not carry out adjustmente subsequent 
to March 1948. The Provincial Accounts Officers have been requested to submit the records of transactions oarried out by them 
under the War Injuries Compensation Insurance Scheme since the month last, reported upon by them. The transactions, if any reported 
by the provincial Accounts Officers will be adjusted in the accounts for March 1949 Supplementary. 


No. LL.121(2) (1). — In pursuance of section 11 of the 
Employees’ State Insurance Act, 1948 (XXXPV of 1948), 
the Central Government is pleased to accept the reaigna- 
tiosi of Mp. Dharsmsev Mulraj Khatau of his office of 
member of the Employees' State Insurance Corporation 
i (instituted under sections 3 and 4 ol the said Act 

No. LL-12(2)(2) . — In lUMsuanee of sections 3 and 4 
of the Employees' State Insurance Act, 1948 (XXXTV of 
19481, the Central Government is pleased to direct that 
the following further amendment shall be made in the 


Notification of the Government of India in the Ministi.y 
of Labour No. SS.21(‘2)(2), dated the 6th Scpteinbei 
1948, constituting the Employees State Insiwance Cor- 
poration, namely : — 

In the said Notification, for item No. (19), the follow- 
ing item shall be substituted, Darnely: — 

“(19) Shri G. D. Somani, 

Shri Niwas Building, Waudby Rond, 

Fort, Bombay.” 
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No. LL.121(4) (1). — In piiibuauce of section 11 of tlie 
Employees’ State lasiiritiiu Ait, J948 (XXXIV of 1948). 
the Central Government .s pleased to accept the resigna- 
tion of Shri Dhurain&ey Mulraj Khatau of his office of 
member of the Medical .Benefit Council constituted under 
section 10 of the said Act, 

No. LL. 121(4) (2). -In pursuance of section 10 of the 
Employees State lusiimuee Vet, 1948 (XXXTV of 1948), 
file Central Government is pleased to direct that the 
following further amendment shall be made in the Noti- 
fication of the Government of India in the Ministry of 
Labour, \o, SS 21(4), dated tbe 28fh December 1948, 
m instituting the Medu al Benefit Council, namely.. — 

In the said Noiificafion, for item (18) the following 
item shall be substituted, namely — 

“(13) Sbri G. D. Somani, 

Shu Niwas Building, Waudby Hoad, 

Fort, Bombay. ” 

N. M. PATNAIK, Dy. Sec.y. 

A (ii UDbi, Hit ilOth August 1949 

No. PF. 19(18). — J ii i \eiris(> of tho powers conferred )iy 
sub seel ion (1) ol section 10 of the Coal Mines Provident 
Fund and Bonus Schemes Act, 1948 (XLVI oi 1948), the 
Central Government is pleased to appoint Mr. A B 
Piusad to be an Inspector tor the purposes of the Coal 
Mines Piovidenl Fund Scheme and the Coal Mines Bonus 
Scheme and to dnect that he shall in relation to coal 
mines cveifiiso the poweis and perform the functions oJ 
Inspei tor under the said Ad in the Piovmees of West 
Reng i J , Bihar the Centml Provinces and Bern-r and 
Orissa 

8 MIJ CLICK, JK Secy 

MINISTRY OP INFORMATION AND BROADCASTING 

RESOLUTION 

Xnr Delhi, Hi n 29th August 1949 

No. 38 3/48-P — The question of having an enquiry into 
(he (dm industry has been attracting for some time past 
meieasuig public attention and has mole than once been 
brought pi the notice oi the Government of India The 
last luiquny into the film industry was held as long ago 
us 1927-28 and since then the industry 1ms grown con- 
■odeiabh Having regard to the importance of the cinema 
in modem lile and the magnitude and complexity of the 
pioblems i elating to films the Government of India 
eonsidei it essenti d to have a thorough enquiry conducted 
bv a special committee which can investigate the whole 
position and suggest means by which this important 


industry can be put on a sound footing and be developed 
as a medium of education and healthy entertainment, 

2. The Government oi India have therefore decided to 
appoint a Film Enquiiy Committei with the Jollowjpg 
twins oi roierenec — 

(1) To enquire into the yiowth nud the organisation 
of t lie film industry in India and to indicate tho 
lines on which lurthei development should be 
directed 

(2) To examine what measures should be adopted to 

enable films in India to develop into an effective 
instrument for the promotion of national culture, 
education and healthy entertainment. 

(3) To enquire into the possibility of manufacture of 
raw film aud cinematograph equipment in India 
and to indicate what standards and principles 
should be adopted tor the impoit of law film and 
equipment and lor floatation of new Companies 

3 Tho Committee will be composed as follows:- — 
Chairman 

Shii S K Paid, Member, Constituent Assembly 
Members 

Shn M Satyimaniyanu, -Member, ( onstituent Asseu! 

Slin V iShantarnm, Jtujknmal Kaliiniandir Ltd , 
Bombay 

Shri B N Sircar, New Thenties Ltd., Calcutta 

Dr. R 1* Tnpathi, Head oi the History Depart raont, 
Allahabad University. 

Shri V Shankar, ICS, ) (.'presenting Information and 
Broadcasting Ministry. 

Shri S. GopaJan will act as Secretary to tho Committee 

4. The Committeo will visit important centres and will 
take evidence in accordance with the terms of reference 
Persons who desire to be called as witnesses should apply 
m writing io the Secretary, Film Enquiry Committee, 
C'/o Ministry of Information and Broadcasting, Govern- 
ment of India, New Delhi, giving their full names and 
addresses together with a brief memorandum on the points 
on which they desire to give evidence It will of course 
rest with the Committee to decide what evidence they 
will hear. 


ORDER 

Ordered that a copy of the above Resolution be 
published in the Gazette of India and communicated to 
the Ministries of the Government oi India, the Cabinet 
Secretariat, the Prime Minister's Secretariat, and to all 
Provincial Governments and Administrations and to tho 
Ministry of States for communication to States and Staten 
Unions and a copy be also forwarded to the Secretary to 
the Committee for the information of the Committee 

P. C CHAUDHURI, S 



